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President  Carter  Signs  Historic  Trade  Bill 


President  Carter  on  July  26  signed  into 
law  the  Trade  Agreements  Act  of  1979, 
calling  it  "perhaps  the  most  important 
and  far-reaching  piece  of  trade  legisla- 
tion in  the  history  of  the  United  States." 
Here  are  excerpts  from  the  President's 
remarks  at  the  White  House  Rose  Gar- 
den signing  ceremony. 


...I 


will  sign  into  law  in  a  few 
minutes  perhaps  the  most 
important  and  far-reaching 
piece  of  trade  legislation  in  the  history  of 
the  United  States. 

The  Trade  Agreements  Act  of  1979 
received  an  overwhelming  bipartisan  man- 
date from  both  houses  of  the  United 
States  Congress.  And  this  is  an  achieve- 
ment of  cooperation  that  is  almost  un- 
precedented between  the  Executive 
Branch  of  Government,  the  Congress, 
business,  labor,  farmers,  consumers,  oth- 
ers interested  in  the  economic  strength 
of  our  country. 

This  degree  of  unity  and  cooperation 
sets  a  prime  example,  a  demonstration 
of  what  we  can  do  during  these  troubled 
times  when  divisiveness  is  so  often  a  part 
of  the  American  scene. 

I  would  like  to  pause  here  and  make  a 
very  important  observation.  I  know  that 
everyone  here  will  agree  with  what  I 
am  about  to  say.  Special  Trade  Ambassa- 
dor Robert  Strauss  did  a  masterful  job 
throughout  the  Tokyo  negotiations  and 
throughout  the  equally-important  negoti- 
ations with  the  United  States  Congress, 
and  I  want  to  congratulate  him.  .  .  . 

We  truly  live  in  an  interdependent 
world.  Our  dependence  on  foreign  oil  is 
one  example  of  this.  But  this  is  just  part 
of  the  picture.  Today,  one-third  of  all  the 
agricultural  acreage  in  our  country  is 
used  to  produce  food  and  fiber  for  people 
who  live  outside  the  United  States.  One 
out  of  seven  of  our  manufacturing  jobs 
in  this  country  go  to  produce  goods 
which  are  sold  overseas. 

The  strength  of  the  dollar  is  deter- 
mined to  a  major  degree  by  how  success- 
ful we  are  in  developing  new  markets  for 
American  goods.  This  legislation  .  .  .  will 
open  up  vast  new  opportunities  for  Amer- 
ican exports. 

The  Trade  Agreements  Act  of  1979 
builds  upon  the  foundation  of  one  of  the 
most   highly   publicized   and   well-known 


achievements  of  the  Kennedy  Adminis- 
tration, the  passage  of  similar  legislation 
in  1962.  This  new  legislation  strengthens 
and  solidifies  America's  position  in  the 
international  trade  community.  It  will 
revise  the  rules  of  international  trade  to 
create  a  fairer  and  more  equitable  and 
more  open  environment  for  world  trade. 

This  legislation  will  remove  the  barri- 
ers for  fair  trade  and  will  reduce  unfair 
trade  practices  which  sometimes  cheat 
those  and  hamper  those  who  are  inter- 
ested in  improving  the  quality  of  the 
world   economy. 

The  trade  reorganization  proposal, 
which  I  have  now  presented  to  the  Con- 
gress to  change  the  mechanism  within 
the  Federal  Government  of  dealing  with 
trade,  will  strengthen  the  ability  of  our 
own  government  to  take  advantage  of 
legislation  and  will  let  us  administer  the 
provisions  of  this  act  more  cfl'cctivciy. 

Our  Nation  has  the  most  productive 
economy  which  the  world  has  ever  known. 
Our  agricultural  abundance  and  our  tech- 
nological leadership  are  important  sources 
of  America's  innate,  unshakable  strength. 

This  legislation  will  help  our  manufac- 
tured goods  and  our  agricultural  products 
to  become  more  fully  competitive  oi\  the 
world  market.  This  legislation  will  also 
help  us  to  preserve  peace  and  prospi.-nty. 


Expanded  international  trade  brings 
strength  and  growth  to  economies 
throughout  the  world.  It  enhances  under- 
standing, it  opens  up  thousands  of  un- 
publicized  avenues  of  consultation  and 
cooperation  and  the  sharing  of  resjxinsi- 
biiities  which  quite  often  can  help  to  al- 
leviate political  tensions  and  elimmate 
divisions  that  sometimes  make  interna- 
tional borders  an  obstacle  rather  than  an 
avenue  for  cooperation. 

Peace  and  expansion  of  human  rights 
are  natural  by-products  of  this  lessening 
of  tension  and  this  increase  of  an  ac- 
knowledged and  productive  interdepend- 
ence. Increased  .'American  exports  will 
mean  new  jobs  for  .American  vsorkers. 
new  markets  for  American  business,  more 
secure  income  for  .American  farmers,  a 
strengthened  .American  dollar,  and  lower 
costs  for  .American  consumers. 

We  all  share  the  goal  of  a  prosperous 
and  secure  America  at  peace  with  the 
world.  This  legislation  provides  us  with 
an  important  milestone  in  preser^ing  and 
promoting  the  economic  sta-ngth  and  the 
political  strength  of  the  Nation  we  all 
love  so  much. 

On  behalf  of  the  people  of  our  coun- 
try. I  would  like  to  thank  those  .j.ssem- 
bled  here  for  the  roles  that  you  h.»\x" 
played  in  making  this  momentous 
achievement   possible. 


The  Role  of  U.S.  Foreign  Trade  Zones 


Foreign  Trade  Zones  are  special  facilities  at  U.S.  ports  of  entry  into  which  foreign 
goods  and  materials  may  be  brought  for  storage,  processing  or  manufacture  without 
the  requirement  of  an  immediate  Customs  entry.  Zones  have  been  established  in  45 
U.S.  port  communities  since  the  Congress  passed  the  Foreign  Trade  Zones  Act  in  1934. 

The  purpose  of  these  Customs-free  facilities  is  to  provide  sites  at  domestic  ports  of 
entry  where  operations  involving  foreign  goods  can  take  place  which  would  otherwise 
have  been  carried  on  abroad  for  Customs  reasons.  The  zones  help  encourage  U.S.  and 
foreign  companies  to  use  domestic  facilities  to  assemble  and  distribute  goods  received 
in  an  unfinished  condition  for  eventual  sale  in  the  United  States.  Foreign  goods 
brought  into  a  trade  zone  and  later  exported  are  exempt  from  Customs  duties  and 
federal  excise  taxes.  Goods  entering  the  home  market  must  be  recorded  with 
Customs,  the  importer  having  the  choice  of  paying  duties  on  either  the  finished 
product  or  its  foreign  content. 

Mr.  John  J.  DaPonte,  Jr.,  Executive  Secretary,  Foreign  Trade  Zones  Board,  U.S. 
Department  of  Commerce,  Washington,  points  out  that  there  has  been  a  significant 
increase  of  shipments  from  zones  to  foreign  countries.  Exports  from  zones  now 
account  for  30-35  percent  of  an  estimated  $2  billion  in  annual  shipments  received  in 
zones.  This  reflects  a  growing  interest  in  the  use  of  zones  as  sites  for  export 
processing  or  manufacturing  operations  on  goods  which  are  generally  subject  to 
relatively  high  tariffs.  Industries  requiring  developed  technology  and  sophisticated 
components  (computers,  communications  equipment,  health  care  industries  equipment, 
etc.)  are  most  likely  to  benefit  from  use  of  the  trade  zones.  Over  1,000  domestic  and 
foreign  firms  operated  in  U.S.  Foreign  Trade  Zones  during  1978. 

Exports  from  Foreign  Trade  Zones  may  be  classified  as:  1)  foreign  goods  shipped 
through  U.S.  zones  to  third  countries,  2)  foreign  goods  processed  in  zones,  3)  foreign 
goods  processed  or  assembled  in  U.S.  zones  with  some  domestic  materials  and  parts,  4) 
goods  produced  in  zones  wholly  from  foreign  content,  and  5)  goods  produced  in  zones 
from  a  combination  of  domestic  and  foreign  materials  and  components. 

Zone  exports  also  include  domestic  goods  moved  into  a  zone  to  achieve  "accelerated 
export  status"  prior  to  actual  exportation.  "Accelerated  export  status"  may  be  used  in 
applying  for  government  benefits  generally  reserved  for  exported  goods,  including 
rebates  on  the  federal  excise  tax  levied  on  products  shipped  overseas.  These  items, 
such  as  liquor  and  tobacco,  are  treated  as  exported  goods  as  soon  as  they  enter  a  U.S. 
Foreign  Trade  Zone. 

For  further  information  regarding  U.S.  Foreign  Trade  Zones,  contact: 
John  J.  DaPonte,  Jr.,  Executive  Secretary 
Foreign  Trade  Zones  Board 
Room  6886A 

U.S.  Department  of  Commerce 
Washington,  D.C.  20230  U.S.A. 


The  following  is  a  listing  of  the  Foreign  Trade  Zones: 


Zone  No.  1,  New  York  City,  New  York 

Zone  No.  2,  New  Orleans,  Louisiana 

Zone  No.  3,  Subzone  3-A, 
San  Francisco,  California 

Zone  No.  5,  Seattle,  Washington 

Zone  No.  7,  Mayaguez,  Puerto  Rico 

Zone  No.  8,  Toledo,  Ohio 

Zone  No.  9,  Subzone  9-A, 
Honolulu,  Hawaii 

Zone  No.  12,  McAllen,  Texas 

Zone  No.  14,  Little  Rock,  Arkansas 

Zone  No.  15,  Kansas  City,  Missouri 

Zone  No.  16,  Sault  Ste.  Marie,  Michigan 

Zone  No.  17,  Kansas  City,  Kansas 

Zone  No.  18,  San  Jose,  California 

Zone  No.  19,  Omaha,  Nebraska 

Zone  No.  20,  Portsmouth,  Virginia 

Zone  No.  21,  Charleston,  South  Carolina 

Zone  No.  22,  Chicago,  Illinois 

Zone  No.  23,  Buffalo,  New  York 

Zone  No.  24,  Subzone  24-A, 

Wilkes-Barre/Scranton,  Pennsylvania 

Zone  No.  25,  Port  Everglades,  Florida 

Zone  No.  26,  Atlanta,  Georgia 

Zone  No.  27,  Boston,  Massachusetts 


Zone  No.  28,  New  Bedford,  iMassachusetts 

Zone  No.  29,  Louisville,  Kentucky 

Zone  No.  30,  Salt  Lake  City,  Utah 

Zone  No.  31,  St  Louis,  Missouri 

Zone  No.  32,  Miami,  Florida 

Zone  No.  33,  Subzone  33-A, 
Pittsburgh,  Pennsylvania 

Zone  No.  34,  Niagara  Falls,  New  York 

Zone  No.  35,  Philadelphia,  Pennsylvania 

Zone  No.  36,  Galveston,  Texas 

Zone  No.  37,  Newburgh,  New  York 

Zone  No.  38,  Spartanburg,  South  Carolina 

Zone  No.  39,  DaUas/Fort  Worth,  Texas 

Zone  No.  40,  Cleveland,  Ohio 

Zone  No.  41,  Milwaukee,  Wisconsin 

Zone  No.  42,  Orlando,  Florida 

Zone  No.  43,  Battle  Creek,  Michigan 

Zone  No.  44,  Morristown,  New  Jersey 

Zone  No.  45,  Portland,  Oregon 

Zone  No.  46,  Subzones  46  A,  46B, 
Columbus,  Ohio 

Zone  No.  47,  Newport,  Kentucky 

Zone  No.  48,  Tucson,  Arizona 

Zone  No.  49,  Newark,  New  Jersey 

Zone  No.  50,  Long  Beach.  California 


Healthcare  Industries:  Today  and  Tomorrow 


MEDICAL  AND  DENTAL  INSTRUMENTS  AND  SUPPLIES 


International  markets  for  U.S.  produced  medical  equipment  and  supplies  are  expanding 
under  the  dual  stimulus  of  the  dollar's  declining  value  abroad  and  the  growing 
worldwide  emphasis  on  promoting  health  care.  Industry  shipments  of  medical  and 
dental  equipment  and  supplies  are  therefore  expected  to  amount  to  $10.27  billion  in 
1980,  an  increase  of  about  11  percent  over  1979.  Measured  in  constant  dollars,  the 
value  of  industry  shipments  will  increase  by  an  estimated  4.2  percent  in  1980.  For  the 
five-year  period,  1979-84,  real  growth  is  forecast  at  5.7  percent  per  year,  as  compared 
with  a  compound  annual  rate  of  7.6  percent  for  the  previous  five-year  period. 

TRADE  SURPLUS  GROWS 

Exports  of  medical  and  dental  equipment  and  supplies  had  a  total  value  about  2.6  times 
greater  than  the  value  of  imports  in  1979,  reaching  an  estimated  $1.46  billion  ~  21 
percent  higher  than  in  1978.  Exports,  which  account  for  16  percent  of  this  industry 
group's  domestic  production,  are  expected  to  increase  by  22  percent  in  1980  to  about 
$1.78  billion.  Imports  for  1979,  estimated  at  $555  million,  increased  by  approximately 
11  percent  over  1978.  An  increase  of  18  percent  in  1980  is  expected  to  raise  the  value 
of  U.S.  imports  of  these  goods  to  $655  million.  These  estimates  indicate  that  the  trade 
surplus  wiU  reach  $1.12  billion  in  1980,  24  percent  higher  than  in  1979. 

In  1978,  the  European  Community  (EC)  accounted  for  35  percent  of  all  U.S.  exports  of 
medical  and  dental  equipment  and  supplies,  and  the  EC  supplied  about  61  percent  of 
such  goods  imported  into  the  United  States.  Major  trading  partners  of  the  United 
States  in  1978,  and  their  respective  shares,  were  as  follows: 


U.S.  Exports 

Canada 

(16%) 

Japan 

(11%) 

West  Germany 

(  9%) 

The  Netherlands 

(7%) 

The  United  Kingdom 

(  6%) 

U.S.  Imports 

West  Germany 

(31%) 

Japan 

(13%) 

France 

(11%) 

Italy 

(7%) 

Canada 

(4%) 

X-RAY  AND  ELECTROMEDICAL  EQUIPMENT 

Industry  shipments  by  the  x-ray  and  electromedical  equipment  industry  have  increased 
from  $650  million  in  1974  to  an  estimated  $2.5  billion  in  1979,  rising  at  a  compound 
annual  rate  of  31  percent.  This  growth  rate  is  more  than  twice  that  of  the  other 
healthcare  industries  for  the  same  period.  However,  the  unusually  high  growth  rates 
experienced  in  the  mid-seventies  have  since  moderated.  For  1980,  industry  shipments 
are  forecast  to  reach  $2.83  billion,  an  increase  of  13  percent  over  1979.  Expressed  in 
real  terms,  an  increase  of  3.6  percent  is  forecast  for  1980.  For  the  period  1979  to 
1984,  real  growth  for  shipments  is  expected  to  average  7  percent  annually. 


ELECTROMEDICAL  EQUIPMENT  SETS  PACE 

Electromedical  equipment  has  become  the  dominant  product  sector  and  now  accounts 
for  approximately  two-thirds  of  this  industry's  total  product  shipments.  Included 
among  such  products  are  defibrillators,  pacemakers,  electrocardiographs,  patient 
monitors,  and  ultrasonic  scanners.  These  and  other  products  are  being  constantly 
improved  by  technology  originating  in  the  semiconductor  and  computer  fields. 
Advanced  electronic  components,  and  microprocessors  in  particular,  are  finding 
increased  application  in  both  traditional  and  new  medical  devices. 

In  the  x-ray  product  sector,  medical  and  dental  equipment  accounts  for  over  70 
percent  of  product  shipments,  while  industrial  and  scientific  x-ray  equipment  accounts 
for  less  than  15  percent. 

LARGE  TRADE  SURPLUS 

The  value  of  x-ray  and  electromedical  equipment  exports  from  the  United  States  in 
1978  was  nearly  $540  million,  an  increase  of  59  percent  over  1977.  Imports  of  these 
goods  in  1978  were  $240  million,  up  2  percent  from  the  previous  year.  This  resulted  in 
a  trade  surplus  of  $300  million,  almost  3  times  as  large  as  in  1977.  Based  on  half-year 
data,  it  is  estimated  that  1979  exports  will  increase  by  29  percent  and  reach  $695 
million.  Imports  are  expected  to  increase  by  9  percent  over  1978  and  amount  to  $2fi0 
million. 

These  estimates  indicate  a  1979  trade  surplus  of  $435  million,  of  which  over  9B  percent 
will  be  realized  from  the  electromedical  product  sector.  It  should  be  noted,  however, 
that  a  welcome  trend  reversal  has  occurred  in  the  trade  balance  for  x-ray  equipment. 
A  steadily  growing  deficit  prevailed  from  1965  through  197  6  when  a  deficit  trade 
balance  of  $105  million  occurred.  Since  then  the  deficit  has  decreased  sharply,  and  a 
small  but  positive  trade  balance  of  $16  million  is  expected  for  1979.  The  primary 
factor  behind  this  change  was  the  substantial  decline  in  imports  of  medical  diagnostic 
x-ray  apparatus,  especially  CT  scanners  from  the  United  Kingdom. 

Imports  of  all  x-ray  products  in  1979  accounted  for  some  24  percent  of  U.S.  apparent 
consumption,  as  compared  with  only  5  percent  for  electromedical  equipment.  Export 
sales  for  the  industry  as  a  whole  currently  account  for  nearly  29  percent  of  domestic 
production  in  these  industries  and  will  continue  to  be  an  important  factor  in  industrv 
growth.  Exports  of  electromedical  equipment  accounted  for  about  31  percent  of 
domestic  production  of  these  products  in  1979,  as  compared  with  25  percent  for  x-ray 
products.  In  1978,  the  European  Community  provided  the  market  for  40  percent  of 
U.S.  exports  and  supplied  more  than  67  percent  of  x-ray  and  electromedical  imports. 
The  most  important  trading  partners  were: 


U.S.  Exports 

Japan 

(14%) 

Canada 

(12%) 

The  Netherlands 

(11%) 

West  Germany 

(10%) 

France 

(  6%) 

U.S.  Imports 

West  Germany 

(38%) 

Japan 

(14%) 

The  Netherlands 

(  9%) 

Canada 

(  7%) 

Sweden 

(  6%) 

GROWING  WORLD  MARKET 

According  to  studies  conducted  by  the  Organization  for  Economic  Cooperation  and 
Development,  the  economies  of  Europe  and  Japan  were  expected  to  grow  in  1979  at 
rates  nearly  twice  the  2  percent  real  growth  in  Gross  National  Product  predicted  for 
the  United  States.  Continued  relative  strength  in  the  economies  of  our  most  important 
trading  partners  is  expected  to  support  a  broadened  base  for  health  care  products, 
especially  high-technology  electromedical  products  imported  from  the  United  States. 


SURGICAL  AND  MEDICAL  INSTRUMENTS 

Industry  shipments  by  manufacturers  of  surgical  and  medical  instruments  have 
increased  from  $1.36  billion  in  1974  to  an  estimated  $2.35  billion  in  1979,  rising  at  a 
compound  annual  rate  of  about  12  percent  over  this  period.  For  1980,  shipments  will 
again  increase  by  12  percent,  rising  to  $2.63  billion.  In  real  terms,  shipments  in  1980 
are  forecast  to  increase  by  4.6  percent  over  shipments  in  1979.  For  the  period 
1979-1984,  real  growth  is  expected  to  average  5.6  percent  annually. 

This  industry  has  a  high  specialization  ratio  in  that  an  estimated  90  percent  of  all 
products  made  by  the  industry  consist  of  surgical  and  medical  instruments.  These 
products  are  mostly  nonelectronic  medical  diagnostic  and  therapeutic  instruments  such 
as  surgical  hand  instruments,  suture  needles,  hypodermic  needles  and  syringes, 
anesthesia  apparatus,  orthopedic  instruments,  metabolism  and  blood  pressure 
apparatus,  blood  transfusion  equipment,  and  certain  hospital  furniture  and  operating 
room  equipment. 

U.S.  EXPORTS  REMAIN  STRONG 

The  value  of  exports  of  U.S.  produced  surgical  and  medical  instruments  in  1978  was 
$365  million  —  about  3  percent  less  than  in  1977,  but  still  nearly  3  times  greater  than 
the  value  of  imports  of  these  goods.  In  1979,  exports  were  estimated  at  $405  million, 
an  annual  increase  of  11  percent  over  1978.  U.S.  imports  in  1978  advanced  to  $126 
million,  a  significant  increase  of  37  percent  over  1977.  In  1979,  a  more  moderate 
increase  of  11  percent  brought  the  value  of  imports  to  an  estimated  $140  million. 

These  factors  resulted  in  trade  surpluses  of  $239  million  and  $265  million  in  1978  and 
1979.  For  the  past  decade,  this  industry  has  led  the  four  medical  and  dental  products 
industries  in  generating  a  trade  surplus.  However,  in  1978  the  x-ray/  electromedical 
industry  became  the  new  leader,  greatly  extending  this  lead  in  1979. 

About  15  percent  of  the  surgical  and  medical  instruments  made  by  this  industry  were 
exported  in  1979,  while  imports  accounted  for  some  6  percent  of  U.S.  apparent 
consumption  of  these  goods.  The  European  Community  (EC)  accounted  for  32  percent 
of  the  exports  and  58  percent  of  the  imports.  Major  trading  partners  of  the  United 
States  are: 


U.S.  Exports 

Canada 

(20%) 

Japan 

(10%) 

West  Germany 

(  9%) 

United  Kingdom 

(  6%) 

France 

(  6%) 

U.S.  Imports 

West  Germany 

(38%) 

Japan 

(20%) 

Ireland 

(12%) 

United  Kingdom 

(5%) 

Canada 

(3%) 

CONTINUED  GROWTH  SEEN 

The  demand  for  surgical  and  medical  instruments  will  continue  to  grow  during  the 
period  1979  to  1984,  but  the  compound  annual  rate  is  expected  to  be  about  3  percent 
less  than  the  16  percent  growth  rate  experienced  during  the  preceding  five-year 
period.   Real  growth  is  forecast  to  average  about  5.6  percent  annually  through  1984. 

SURGICAL  APPLIANCES  AND  SUPPLIES 


Industry  shipments  by  manufacturers  of  surgical  appliances  and  supplies  account  for 
nearly  37  percent  of  the  shipments  produced  by  the  medical  and  dental  group,  clearly 
establishing  this  industry  as  the  largest  in  the  group.  In  1979,  these  shipments 
amounted  to  an  estimated  $3.38  billion,  up  11  percent  over  1978.  A  further  increase  of 
10  percent  is  expected  to  raise  the  value  of  industry  shipments  to  $3.71  billion  in 
1980.  Real  shipments  growth  (constant  dollars)  in  1980  is  forecast  at  a  4.7  percent 
increase  over  1979.  For  the  period  1979  to  1984,  industry  shipments  are  expected  to 
average  a  real  growth  rate  of  5.7  percent  annually. 

The  products  of  this  industry  cover  such  varied  items  as  surgical  bandages  and 
dressings,  surgical  sutures,  hospital/  laboratory  sterilizers,  hearing  aids,  orthopedic 
braces  and  supports,  artificial  limbs,  wheel  chairs  and  stretchers,  respiratory 
equipment,  and  industrial  personal  safety  equipment 

TRENDS  IN  THE  HEALTHCARE  INDUSTRIES 

Important  recent  advances  in  a  long  tradition  of  technological  development  have  made 
the  healthcare  industries  one  of  the  most  exciting  fields  of  U.S.  production.  The 
application  of  computer  techniques,  for  example,  is  improving  broad  areas  of  diagnosis, 
therapy,  patient  care,  and  hospital  administration.  Similarly,  the  rapid  growth  of 
nuclear  medicine,  advanced  electronics,  laser  science,  and  other  technology  is  having 
broad  effects  on  many  facets  of  healthcare.  Though  important  in  their  own  right,  the 
developments  outlined  below  represent  only  a  smaU  part  of  trends  that  are  making  U.S. 
manufacturers  a  primary  source  of  new  medical  products. 

Computers  in  Healthcare 

By  general  consent,  one  of  the  most  interesting  factors  shaping  the  future  course  of 
healthcare  is  the  increasing  use  of  computers  in  medical  facilities  and  the  inclusion  of 
computer  technology  in  diagnostic  and  therapeutic  equipment.  "Medical  computers" 
comprise  one  of  the  more  promising  segments  of  the  health  equipment  field  for  U.S. 
exporters. 

Medical  computers  can  aid  hospitals  and  physicians  in  several  major  areas: 

Reduction  and  analysis  of  medical  data  from  electrocardiographs  (ECG). 
electroencephalographs,  scanners,  and  other  equipment.  For  example,  a 
cardiologist  requires  several  minutes  to  make  a  normal  clinical  interpretation  of 
an  ECG;  a  computer  requires  only  seconds  to  compare  an  incoming  ECG  with 
hundreds  of  criteria  stored  in  its  memory. 

Providing  indication  for  therapeutic  treatment.  After  a  tumor's  size  and  location 
are  determined,  a  computer  can  plot  a  diagram  of  the  area  to  be  treated  and 
calculate  the  radiation  dosage  to  be  administered. 


Recording  various  body  functions  transmitted  from  a  monitoring  system. 

Providing  a  central  hospital  information  system  by  processing,  recording,  and 
supplying  on  request  a  complete  medical  history  of  any  patient  (illnesses,  blood 
type,  allergies,  prior  test  results,  etc.) 

Use  in  general  hospital  administration. 

Medical  computers  with  good  potential  include  those  designed  for  specific  diagnostic 
or  therapeutic  applications,  as  well  as  administrative  and  multi-functional  units. 
Particular  interest  has  been  shown  in  computers  designed  for  use  with  multiphasic 
screening  systems,  nuclear  and  x-ray  diagnostic  instruments,  patient  monitoring 
systems,  clinical  laboratory  devices  such  as  hematology  equipment,  and  similar 
healthcare  instruments. 

Radiographic  and  Nuclear  Scanning  Equipment 

Many  advanced  markets  are  already  weU  supplied  with  conventional  x-ray  equipment, 
and  interest  is  turning  to  more  sophisticated  techniques,  such  as  computer-assisted 
tomography  (CT)  and  ultrasonic  scanning,  which  are  believed  to  be  more  valuable 
diagnostically  or  safer  for  patients. 

Because  of  their  improved  diagnostic  capabilities,  CT  scanners  have  become 
increasingly  popular  in  recent  years.  The  scanners  employ  moving  x-ray  emitters 
which  rotate  around  the  patient,  radiating  the  body  over  a  wide  arc.  Assisted  by  a 
computer,  they  collect  digital  data,  processing  and  enhancing  the  information  to 
produce  a  graphic  printout,  and  providing  for  storage  on  magnetic  tape  for  future 
review.  In  some  advanced  units,  cross-sectional  pictures  of  any  body  section  can  be 
viewed  in  three  dimensions,  making  it  possible  to  detect  tumors,  blood  clots,  brain 
damage,  and  other  factors  which  x-rays  often  miss. 

Though  largely  in  the  experimental  stage,  Nuclear  Magnetic  Resonance  (NMR) 
scanners  also  show  a  great  deal  of  promise  for  future  medical  applications.  When 
perfected,  NMR  scanning  is  expected  to  provide  very  high  resolution  images  of  fluids 
and  soft  tissue,  as  well  as  the  harder  tissues. 

Ultrasonic  Scanning  Devices 

These  instruments  use  the  transmission  and  reflection  of  high-frequency  sound  waves 
to  produce  pictures  of  tissue/organ  interfaces  and  to  present  cross-sectional  images  of 
them.  Whenever  the  transmitted  sound  waves  meet  an  interface,  such  as  muscle  to 
bone  or  tissue  to  tissue,  some  of  the  signal  is  reflected  back,  providing  information 
about  that  part  of  the  body. 

Ultrasonic  diagnostic  equipment  has  made  rapid  progress  since  the  early  days  of  its 
development  in  1971,  but  future  developments  are  expected  to  be  just  as  impressive. 
New  equipment  will  use  computers  to  correlate  important  information,  thus  greatly 
reducing  operator  training.  In  addition,  dramatic  success  has  been  realized  in  the  use 
of  this  technique  to  visualize  soft  tissue.  Because  of  this,  and  because  the  procedure  is 
apparently  harmless  to  patients,  the  technique  is  believed  to  have  a  very  promising 
future. 


Thermographic  Instruments  and  Multiphasic  Screening  Equipment 

Thermography  makes  it  possible  to  measure  the  surface  temperature  of  body  parts 
without  touching  the  body,  and  to  record  the  results  on  regular  film.  Tone  variations 
in  the  exposed  film  indicate  the  temperature  distribution  of  the  scanned  area,  and 
subsequent  comparison  with  a  calibrated  standard  yields  an  accurate  temperature 
reading.  Used  primarily  for  the  detection  of  breast  cancer,  thermography's  greatest 
merit  is  as  a  mass  screening  tool  since  it  is  fast,  non-invasive,  and  harmless.  If 
suspicious  results  are  obtained,  a  more  thorough,  radiographic  investigation  is  called 
for  to  ensure  an  accurate  diagnosis. 

Multiphasic  screening  equipment  providing  automated  physical  checkups  is  already 
routine  in  many  medical  centers.  This  technique  combines  a  series  of  diagnostic  tools 
to  provide  a  reasonably  complete  examination  of  patients  for  existing  and  potential 
healthcare  problems.  Each  examination  requires  two  or  three  hours  —  roughly  a  fourth 
the  time  otherwise  needed.  After  the  patient  has  gone  through  up  to  24  test  stations, 
the  computer  prints  out  a  preliminary  diagnosis  based  on  its  pre-programmed  "norms." 
Considered  as  a  tool  which  provides  a  large  amount  of  medical  data  quickly  and  easily, 
this  technique  is  highly  valuable;  however,  like  most  computerized  procedures,  it 
requires  the  skillful  interpretation  of  a  trained  and  capable  physician. 

Electrosurgical  and  Medical  Laser  Instruments 

Electrosurgery  is  an  operating  technique  that  uses  high-frequency  electrical  current  to 
cut  or  coagulate  human  body  tissue.  The  operating  instrument,  an  "active"  electrode, 
transmits  current  through  the  patient's  body  to  a  dispersive  electrode  on  the  other 
side.  The  active  electrode  remains  relatively  cool  while  body  tissue  heats  to  a  degree 
that  will  destroy  and  dry  body  cells,  or  even  turn  them  into  carbon  if  desired,  as  in  the 
case  of  a  coagulating  operation.  Since  low-frequency  or  medium-frequency  electrical 
current  would  be  very  harmful  to  the  patient,  high-frequency  electrical  current 
(generally  around  50,000  cycles  per  second)  is  used  in  these  procedures. 

The  most  important  recent  change  in  this  equipment  has  been  the  increased  use  of 
disposables,  such  as  flexible,  "wrap-around"  dispersive  electrodes  which  simplify 
equipment  maintenance  and  simultaneously  assure  a  better  fit  to  the  patient's  body. 

Also  interesting  is  the  increased  use  of  the  laser  in  specialized  surgical  procedures. 
Two  properties  of  the  medical  laser  are  especially  useful  for  physicians:  its  precision 
focusing  and  the  fact  that  its  wavelength  can  be  matched  to  the  absorption  properties 
of  body  organs,  tissue,  and  blood. 

Many  medical  applications  have  been  discovered  for  laser  technology.  Lasers  can  be 
used  to  re-attach  the  retina  of  the  eye,  remove  burn  scars,  or  vaporize  small  tumors. 
They  are  also  effective  for  the  treatment  of  vascular  disease  and  for  vocal  cord 
surgery.  Able  to  produce  a  rapid  temperature  rise  in  blood  or  tissue,  carbon  dioxide 
lasers  can  simultaneously  burn  away  growths  and  cauterize  blood  vessels.  Lasers  can 
even  be  used  for  work  as  delicate  as  grafting  together  living  blood  vessels. 


Dental  Equipment  and  Supplies 

Technical  advances  in  dental  x-ray  equipment  have  brought  improved  control  and 
accuracy,  resulting  in  reduced  patient  dosage  and  greatly  shortened  exposure  time,  a 
better  concentration  of  radiation  on  the  area  to  be  investigated,  and  faster,  automated 
development  of  the  exposed  x-ray  film.  New  "panoramic"  x-ray  equipment  offers 
excellent  image  quality,  improved  patient  positioning,  and  ease  of  operation.  This  kind 
of  system  gives  a  size-related,  continuous  picture  of  the  entire  oral  region,  displaying 
sinuses,  structures,  and  joints  in  one  radiographic  pattern. 

While  the  major  breakthroughs  in  increased  driU  speeds  date  back  several  years,  some 
newer  improvements  are  also  exciting.  Representative  of  these  is  an  air 
turbine-driven  drill  equipped  with  fiber  optics  to  illuminate  the  tooth  while  it  is  being 
treated. 

In  the  area  of  filling  materials,  compounds  have  been  produced  which  blend  into  the 
color  of  the  surrounding  teeth,  thereby  eliminating  the  need  to  maintain  a  large 
assortment  of  compound  colors  and  shades.  A  technique  using  ultraviolet  rays  as  a 
hardening  medium  has  also  been  discovered.  Finally,  semi-precious  metals  are  being 
introduced  as  a  replacement  for  increasingly  expensive  gold  fills,  while  techniques  for 
bonding  these  metals  to  porcelain  are  also  being  developed. 

Patient  Monitoring  Systems 

Patient  monitoring,  which  provides  in-place  or  remote  control  measurements  of 
physiological  functions  and  indicates  significant  developments  of  these  functions,  is  a 
major  growth  area  in  medical  electronics. 

Monitoring  systems  used  in  the  operating  room  can  range  from  small  oscilloscopes 
showing  electrocardiograms  and  electroencephalograms,  to  complex  multichannel 
systems  with  on-line  computer  analysis.  Another  important  area  for  monitoring 
systems  is  in  the  intensive  care  unit  where  patients  can  be  given  continual  automatic 
surveillance  of  critical  body  functions.  A  preset  alarm  automatically  warns  of 
dangerous  changes  in  any  of  these  functions. 

Increasingly  sophisticated  technology  is  also  improving  the  flexibility  and  versatility  of 
patient  monitoring  equipment.  For  example,  telemetry  systems  can  now  be  used  to 
transmit  physiological  data  from  a  battery-powered  unit  worn  by  any  ambulatory 
patient.  A  hospital  or  other  station  receiving  this  data  can  monitor  the  patient's 
condition  on  a  continuous  basis  without  impeding  the  patient's  mobility  and  freedom. 
The  data  can  be  readily  displayed,  evaluated,  and  recorded  for  later  use. 


The  first  half  of  the  preceding  article  was  excerpted  from  Chapter  32,  "Medical  and 
Dental  Instruments  and  Supplies,"  of  the  1980  U.S.  Industrial  Outlook  to  he  published  in 
January  1980. 
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U.S.  GOVERNMENT  SPONSORED  EVENTS  OVERSEAS 


CALENDAR 


Further  information  on  the  events  listed  below  may  be  obtained  by  contacting  the  U.S. 
Embassy  located  in  the  host  country.  If  in  the  United  States,  please  contact  the 
nearest  U.S.  Department  of  Commerce  District  Office.  These  offices  are  located  in 
most  major  cities  throughout  the  United  States.  The  listed  events/dates  are  subject  to 
change  or  cancellation  without  prior  notice. 


Medical  Equipment,  Laboratory  and  Scientific  Instruments 


November  5-9,  1979 


March,  1980 


May  5-9,  1980 


May  26-June  3,  1980 


May  1980 


REHABILITATION  EQUIPMENT  EXHIBITION 
Tokyo,  Japan 

MEDICAL  EQUIPMENT  EXHIBITION 
Riyadh,  Saudi  Arabia 

HEALTH  CARE  EQUIPMENT  EXHIBITION 
Sao  Paulo,  Brazil 

"INSTRURAMA":  PROCESS  CONTROLS  AND  LAB 
INSTRUMENTS  CATALOG  EXHIBITION 
Brussels,  Belgium 

MEDICAL  EQUIPMENT  SEMINAR  MISSION 
Colombia/Ecuador/Chile 


August  26  -  September  9, 
1980 


September  1980 


September  1980 


September  15-20,  1980 


MEDICAL,  DIAGNOSTIC,  MONITORING,  AND 
THERAPEUTIC  INSTRUMENTS  AND  EQUIPMENT 
EXHIBITION 
Moscow,  USSR 

SCIENTIFIC  INSTRUMENTS  CATALOG  EXHIBITION 
Lyon,  France 

MEDICAL  EQUIPMENT  EXHIBITION 
Taipei,  Taiwan 

AUSTRALIAN  INTERNATIONAL  ENGINEERING 
EXHIBITION:  LAB  INSTRUMENTS/PROCESS 
CONTROLS 
Sydney,  Australia 
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MAJOR  PRODUCT  EXHIBITIONS  IN  THE  U.S. 


The  following  listing  includes  many  of  the  major  U.S.  conventions  and  exhibitions 
covering  the  Healthcare  industry.  This  information  is  subject  to  change  without  prior 
notice. 


February  17-20,  1980 


March  11-13,  1980 


April  25-27,  1980 


July  28-31,  1980 


September  21-25,  1980 


October  20-24,  1980 


November  29-December  4, 
1980 


CHICAGO  DENTAL  SOCIETY  MID-WINTER  MEETING 

Chicago,  Illinois 

Contact:  Mr.  Paul  Heiberger,  AC  312/726-4076 

ASSOCIATION  OF  OPERATING  ROOM  NURSES 

ANNUAL  CONGRESS 

Atlanta,  Georgia 

Contact:  Mr.  Larry  Gilliam,  AC  303/755-6300 

24TH  NATIONAL  EXPOSITION  OF  THE  SURGICAL 

TRADE  INDUSTRIES 

New    York,     New    York     (Restricted     to     dealers     and 

suppliers) 

Contact:  Mr.  Joseph  Leopold   AC  212/526-5300 

AMERICAN  HOSPITAL  ASSOCIATION  ANNUAL 
CONVENTION 
Montreal,  Canada 
Contact:   AC  312/280-6000 

AMERICAN  SURGICAL  TRADE  ASSOCIATION 

ANNUAL  CONVENTION  AND  TECHNICAL  EXHIBIT 

New    Orleans,     Louisiana    (Restricted    to    dealers    and 

suppliers) 

Contact:   Mr.  Ralph  PickeU   AC  312/427-2577 

AMERICAN  COLLEGE  OF  SURGEONS  ANNUAL 

CONVENTION  AND  EXHIBIT 

Atlanta,  Georgia 

Contact:   Mr.  Fred  Stillman   AC  312/664-4050 

GREATER  NEW  YORK  DENTAL  ANNUAL  MEETING 

New  York,  New  York 

Contact:   Dr.  Irving  Gruber   AC  212/581-6611 
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Healthcare  Equipment  and  Supplies 


DIAGNOSTIC  EQUIPMENT  AND  ACCESSORIES 


DETECTION  KIT  FOR  NARCOTICS,  OTHER  DRUGS  —  "Valtox  Kits"  were  specifically 
developed  to  provide  law  enforcement  agencies  with  an  inexpensive,  portable,  yet 
efficient  way  to  screen  narcotics  and  dangerous  drugs.  The  company  says  the  kit  is 
inexpensive  enough  to  permit  police  departments  to  equip  their  patrol  cars  and 
stations.  Officers  in  the  field  are  able  to  screen  narcotics  and  dangerous  drugs  in  less 
than  three  minutes  and  at  less  than  34:  per  test.  "Valtox  Kits"  contain  simple, 
complete  instructions  and  require  no  special  training.  They  cost  $60  each.  Bank 
Reference:  Wells-Fargo,  1011  10th  Street,  Sacramento,  California.  WRITE:  Mrs. 
Frances  Coleman,  Office  Manager,  Valtox  Laboratories  Inc.,  Dept.  CN,  P.O.  Box  1048, 
Davis,  California   95616  U.S.A. 


ELECTRONIC    HEATING   DEVICE   FOR 


LARYNGEAL 


MIRRORS 


-This 

device     electronically     heats 

mirrors    to    prevent     fogging 

Placing       the 

receptacle 


compact 
laryngeal 

during  examinations, 
mirror  in  the  heater's 
breaks  a  photo  sensor  beam,  activating 
the  six-second  heating  cycle. 
Indicator  lights  show  when  the  unit  is 
on  and  when  the  heater  is  in 
operation.  Used  by  ear/nose/throat 
specialists  and  other  physicians  for 
the  larynx,  the  unit 
volts  at  60  hertz.  It 
Agents  are  sought. 
Carleton,  M.D.,  Pres., 
Products.  Inc., 
1683,    Brownwood, 


examination    of 
operates  on   110 
sells    for    $180. 
WRITE:    John  S. 
Carleton      Technical 
Dept.  CN,   P.O.  Box 


Texas   76801    U.S.A. 


COMPUTER  LINK  FOR  PULMONARY  FUNCTION  TESTING  -  The  "Cyber  dxlOO" 
(with  alphanumeric  display)  and  the  "Cyber  dx300"  (with  a  color  graphics  display 
monitor)  are  portable  data  acquisition  units  providing  access  to  a  worldwide 
pulmonary  function  testing  service.  Special  telephone  connections  in  450  cities 
around  the  world  allow  doctors,  government  agencies,  and  others  to  tap  high-speed 
diagnostic  computers.  No  special  knowledge  of  computers  or  pulmonary  medicine  is 
needed.  Standardized  interpretations  (unconfirmed)  are  immediately  available  and 
cases  can  be  reviewed  by  a  pulmonary  specialist  if  desired.  The  units  sells  for  $4,000 
and  $8,000  respectively.  Distributors  are  sought.  WRITE:  John  Anderson.  President. 
Cyber  Diagnostics,  Inc.,  Dept.  CN,  3600  South  Yosemite,  Suite  530,  Southeast  State 
Bank  Center,  Denver,  Colorado   80237    U.S.A. 
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COMPUTERIZED  TEST  UNIT  FOR 
VISUAL  FIELDS  —  Since  examinations 
of  visual  fields  are  important  for  the 
early  detection  of  disease  and  other 
damage  to  human  vision,  this  firm  has 
developed  the  "Automatic  Tangent 
Screen,"  a  new  computer-controlled 
technique  for  high-speed  screening  of 
the  central  field.  The  microcomputer 
presents  random  stimuli  of  selected 
intensity  and  duration  while  the 
patient's  responses  are  recorded  in  its 
semiconductor  memory.  Important 
features  are  automatic  fixation 
monitoring,  missed  point  retest,  and 
selected  point  test.  Used  by 
optometrists  and  opthamologists,  the 
screen  sells  for  $2,000.  Service 
distributors  are  wanted.  WRITE: 
Warren  W.  Webb,  President,  The 
Computation  Co.,  Dept.  CN,  5185 
Mercury  Point,  San  Diego,  California 
92111    U.S.A. 


TELEPHONE   TRANSMITTER   FOR   EEC 


READINGS 


An    innovative    medical 


accessory  for  the  transmission  of 
electroencepholograph  (EEC)  readings 
over  the  telephone,  the  portable 
"Braegen  Transmitter"  sends  eight 
channels  of  brainwave  activity  over  a 
single  conventional  phone  line.  The  unit 
includes  its  own  telephone  and  can  be 
connected  to  any  telephone  jack  for 
instant  transmission.  No  special 
couplings  are  needed.  It  features  seven 
custom-wired  montages  and  five 
sensitivity  levels  of  microvolt 
transmission.  There  is  also  a  built-in 
resistance  check  for  electrodes. 
End-users  are  hospitals,  clinics,  and 
neurologists.  The  firm  is  seeking 
distributors  abroad.  WRITE:  William 
Rowe,  President,  Electro-Bio-Medical 
Services  Inc.,  Dept.  CN,  One  Hallidie 
Plaza,  Suite  701,  San  Francisco, 
California   94102   U.S.A. 
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NON-INVASIVE  MONITOR  FOR  BLOOD 
GAS  —  The  manufacturer  believes  this 
to  be  the  only  available  medical 
instrument  which  can  provide 

continuous  measurement  of  both  the 
oxygen  and  carbon  dioxide  content  of 
the  blood  transcutaneously.  Called  the 
"TCO2M,"  it  features  a  calibrated 
recorder  for  "trend"  displays  of  both 
factors.  In  addition,  it  has  audible  and 
visible  alarms  indicating  when  either 
gas  range  exceeds  preselected  limits 
(both  high  and  low).  Suggested  for 
hospitals  and  clinics,  the  "TCO2M"  sells 
for  $13,000.  WRITE:  Eugene  Delia 
Vecchia,  Vice  President  for  Marketing, 
Novametrix  Medical  Systems  Inc.,  Dept. 
CN,  P.O.  Box  690,  Wallingford, 
Connecticut  06492  U.S.A. 


CARDIAC  COMPUTER  MEASURES  HEART  ACTION  —  The  "Cardiac  Output  and 
Stroke  Volume  Computer"  is  said  to  be  the  only  instrument  which  measures  heart  rate 
(beats  per  minute)  and  stroke  volume  (volume  of  blood  ejected  per  heart  stroke)  in 
addition  to  cardiac  output  (volume  of  blood  pumped  every  minute).  Using  a  thermistor 
catheter  to  detect  slight  temperature  variations  caused  by  heart  strokes,  the  computer 
measures  heart  rate  and  cardiac  output,  then  computes  stroke  volume.  The  use  of 
electrodes,  sensors,  and  wires  attached  to  the  patient  is  reduced.  Priced  at  $4,000.  the 
unit  is  suggested  for  hospitals,  medical  schools,  etc.  WRITE:  Ian  Czekajewski, 
President,  Columbus  Instruments  International  Corp.,  Dept.  CN,  950  North  Hague 
Avenue,  Columbus,  Ohio   43204   U.S.A. 


DIAGNOSTIC 


INSTRUMENT 


FOR 


THROMBOSIS  -  Used  with 

intravenous  injections  of  I^^^  labeled 
human  fibrinogen,  the  "If-Scan 
Monitor"  provides  a  safe,  reliable,  and 
simple  procedure  for  the  detection  and 
monitoring  of  deep  vein  thrombosis  of 
the  legs,  according  to  this  firm.  It 
features  an  alphanumeric  printer  for  a 
complete  annotated  patient  record. 
The  probe  has  remote  controls,  a  fully 
rotatable  head,  and  an  integral 
ratemeter.  Full  data  display,  a 
built-in  calibration  source,  and  an 
improved  marking  system  for  better 
reproducibility  are  additional  features 
which  the  unit  offers  to  hospitals, 
clinics,  and  other  users.  The  price  is 
$4,000.  Agents  are  sought.  WRITE: 
Tom  Gallub,  Director  of  Marketing  and 
Sales,  Actus  Inc.,  Dept.  CN,  7964 
Kentucky  Drive,  Florence,  Kentucky 
41042    U.S.A. 
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SURGICAL/OBSTETRICAL  EQUIPMENT  AND  SUPPLIES 


COMPACT,  VERSATILE  MEDICAL  PEDESTAL  -  This  service  unit  for  hospitals, 
clinics,  and  medical  schools  provides  outlets  for  electricity  and  medical  gases  (oxygen, 
etc.),  space  for  communication  and  monitoring  equipment,  and  other  features  making 
it  possible  to  accommodate  up  to  four  patients  from  one  center.  Versatile  enough  for 
use  in  critical  care  units,  nurseries,  patient  recovery  rooms,  etc.,  the  "Medical 
Pedestal"  replaces  8  linear  feet  of  equipment  (2.4  m)  with  one  unit  measuring  only  54  x 
24  in  (137  x  61  cm).  Its  compact,  free-standing  design  is  said  to  allow  better  access  to 
patients.  The  price  is  $4,400-$6,600  f.o.b.  San  Bruno,  California.  Representatives, 
distributors,  and  importers  are  invited  to  inquire.  Bank  Reference:  Barclay's  Bank,  111 
Pine  Street,  San  Francisco,  California  94111  U.S.A.  WRITE:  Bruce  A.  Barichievich, 
President,  Bream  Industries,  Dept.  CN,  P.O.  Box  3145,  Daly  City,  California  94015 
U.S.A.   Telex:  171079  ALPHA  DYN  DLCY.  Cable:  BREAM 


PROTECTIVE 


WRAPPERS 


FOR 


OTHOPEDIC  NAILS,  PINS  -  This  firm 
introduces  its  "Nailprotector,"  a 
container  made  from  special  foam  and 
used  for  sterilizing  and  storing 
orthopedic  nails,  pins,  and  other 
tubular  items  (suction  tubes, 
endoscopy  instruments,  etc.)  Besides 
organizing  instruments  during  and 
after  surgery,  the  ten  pouches  of  this 
flexible  product  protect  instruments 
and  prevent  them  from  puncturing 
sterilization  bags.  Used  primarily  by 
operating  rooms  in  hospitals  and 
medical  centers  to  save  sterilization 
time  and  cost,  the  "Nailprotector"  is 
priced  from  $50  to  $70.  Bank 
Reference:  Security  Pacific  National 
Bank,  16130  Ventura  Boulevard, 
Encino,  California  91316.  WRITE: 
Dan  Sandel,  President,  Devon 
Industries,  Inc.,  Dept.  CN,  8811  Amigo 
Avenue,  Northridge,  California  91324 
U.S.A. 


ORTHOPEDIC  TABLE  FOR  FIXING  FRACTURES  -  Suggested  for  orthopedic  surgeons 
and  hospitals,  the  "Rush  Fracture  Table"  offers  a  better  way  to  reduce  fractures  for 
intramedullary  fixation  of  the  legs  and  lower  extremity.  It  enables  the  surgeon  to 
exert  traction  with  countersupport  in  the  "physiologic"  position  and  also  provides  a 
means  of  interposing  the  "C-Arm  X-Ray"  for  television  fluoroscopy.  The  firm  states 
that  the  table  can  minimize  the  need  for  surgical  incisions  and  shorten  operating  time 
for  "bad  risk"  patients.  The  entire  system  sells  for  $10,000.  WRITE:  Beryl  R.  Webb, 
Secretary  to  the  Vice  President,  The  Berivon  Company,  P.O.  Box  1851,  Meridian, 
Mississippi   39301    U.S.A. 
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SELF-CONTAINED  MEDICAL/SURGICAL  UNIT  -  Ruggedly  built  with  its  own  water 
and  electrical  system,  the  "MED-FAC"  emergency  medical  unit  can  be  transported  to 
remote  locations  by  aircraft,  helicopter,  truck,  or  trailer  for  immediate  use.  The 
manufacturer  says  this  is  the  only  mobile  unit  that  offers  an  emergency  room. 
intensive  care  unit,  and  operating  room  complete  with  X-ray  facilities.  Customized  to 
meet  the  user's  needs,  the  unit's  comprehensive  services  make  it  ideal  for  areas 
without  access  to  medical  facilities.  End-users  include  developing  nations,  emergency 
aid  groups,  military  agencies,  etc.  The  price  ranges  from  $230,000  to  $300,000. 
WRITE:  Fredrick  J.  Largen,  President,  MED-FAC  Medical  Facilities  International, 
Dept.  CN,  188  River  Woods  Lane,  Burnsville,  Minnesota    55337    U.S.A. 

"BIRTHING       CHAIR"       FOR       EASIER 


DELIVERIES 


The    "Birth-EZ    Birthins: 


Chair,"  this  manufacturer  explains, 
allows  a  woman  to  give  birth  more 
easily  in  a  comfortable  seated  position. 
The  chair  positions  the  mother  to 
prevent  unnecessary  pain  and  stress  by 
allowing  gravity  to  assist  the  process  of 
birth.  The  firm  says  her  circulation  will 
also  be  better  than  in  a  prone  position. 
The  chair  can  be  tilted  into  any  position 
between  vertical  and  horizontal  and 
raised  or  lowered  to  the  most 
comfortable  working  position  for  the 
physician.  One  set  of  remote  pedal 
controls  handles  all  functions.  The  unit 
sells  for  $5,000.  The  company  is 
seeking  overseas  distributors.  WRITE: 
Dr.  Robert  Y.  Valentine.  Vice 
President,  International  "Management 
Services,  Inc.,  Dept.  CN,  Suite'  1101, 
134  South  13th  Street.  Lincoln, 
Nebraska    68508    U.S.A. 
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SOLUTION  IMMUNIZES  AGAINST  HEPATITIS  -  For  use  by  hospitals,  clinics,  and 
blood  transfusion  services,  "HyperHep  Hepatitis  B  Immune  Globulin  (Human)"  is  a 
sterile  solution  of  immunoglobulin  (15-18  percent  protein)  which  can  provide  passive 
immunization  for  individuals  exposed  to  the  hepatitis  B  (HB)  virus.  It  is  prepared  by 
cold  alcohol  fractionation  from  pooled  venous  plasma  of  individuals  with  high  titers  of 
antibodies  to  the  hepatitis  B  surface  antigen.  Stable  for  21  days  at  30  degrees  C  (86 
F),  "HyperHep"  ships  well  and  is  supplied  in  quantities  of  1,  4,  and  5  milliliters..  The 
firm  says  each  vial  contains  anti-HB  antibodies  at  least  equivalent  to  those  in  a  U.S. 
reference  Hepatitis  B  immune  globulin.  Bank  Reference:  Bank  of  America.  WRITE: 
John  Hannon,  Product  Marketing  Manager,  Cutter  International,  Dept.  CN,  4th  and 
Parker  Street,  Berkeley,  California   94710   U.S.A. 


MEDICAL  LABORATORY  EQUIPMENT 


ELECTROBALANCE  FOR  PRECISE  LABORATORY  USES  -  Engineered  for  versatility 
in  precision  weighing  operations,  the  new  "Cahn-26  Electrobalance"  is  used  by 
bio-medical  and  industrial  laboratories  in  applications  such  as  Radiolmmuno  Assay, 
nutrition  studies  (tissue  weighing),  etc.  Offering  resolutions  of  100  to  0.1  micrograms, 
it  is  said  to  permit  very  precise  weighing  of  heavy  samples  without  the  use  of 
mechanical  taring  (i.e.  physical  counterweights).  Fully  automatic,  the  electrobalance 
offers  a  50,000  count  digital  display  and  a  push-button  tare  feature  that  speeds 
weighing  of  samples.  It  is  compact  and  portable,  and  sells  for  $5,350.  WRITE:  Bengt 
Berendonk,  Export  Manager,  Cahn  Instruments,  Inc.,  Dept.  CN,  16207  South  Carmenita 
Road,  Cerritos,  California   90701    U.S.A. 


IMPROVED  ANALYZER  DEVICE  FOR 
BIOLOGICAL  SAMPLES  -  The  "PR-50 
EIA  Processor-Reader"  analyzes 
biological  samples  through  the 
"Enzyme-linked  Immunosorbent  Assay" 
method.  Specially  designed  plastic 
cuvettes  are  used  in  place  of  the 
conventional  microtiterplates  to 
provide  better  binding  capacity  for 
antigens        and        antibodies.  The 

processor-reader  will  automatically 
empty,  wash,  and  soak  the  cuvettes, 
add  the  reagent,  then  read  and  print 
the  analysis  results.  Virologists, 
serologists  and  microbiologists  working 
on  human,  animal,  or  plant  diseases 
are  the  main  end-users.  The  price  is 
$10,500  -  $12,018.  WRITE:  Ernie 
Valenzuela,  Product  Manager,  Gilford 
Instrument  Laboratories,  Dept.  CN, 
132  Artino  Street,  Oberlin,  Ohio 
44074   U.S.A. 


*-^^ 
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HEARING  AID  ANALYZER  —  This  firm's  microprocessor-controlled  "5500Z  Hearing 
Aid  Analyzer"  automatically  performs  a  series  of  acoustic  tests  on  liearing  aids, 
printing  test  results  in  a  combined  graphic  and  alphanumeric  format.  The  company 
states  that  the  instrument's  amplitude  accuracy  (1/2  decibel)  and  its  special  quartz 
crystal-controlled  frequency  generator  insure  repeatable  results.  Priced  at 
approximately  $6,000,  the  unit  includes  everything  needed  for  testing  —  a  precision 
condenser  microphone,  acoustic  coupler,  and  a  sound  chamber.  End-users  are  hearing 
aid  dispensing  agents,  hearing  clinics,  schools  for  the  deaf,  etc.  Distributors  are 
desired.  WRITE:  Sallie  Frye,  International  Marketing  Manager,  Frye  Electronics,  Inc., 
Dept.  CN,  P.O.  Box  23391,  Tigard,  Oregon    97223    U.S.A. 


ECONOMICAL  DISC  FOR  SERUM 
SEPARATION  -  The  "Whale  Serum 
Disc"  is  described  as  an  economical, 
uncomplicated  device  for  separating 
serum  during  centrifugation  of  whole 
blood.  It  is  designed  to  suppress  fibrin 
and  cellular  matter  with  no  effect 
upon  the  concentration  of  serum  or 
plasma  constituents.  The  disc 
eliminates  the  cost  and  time  of 
pipetting  the  company  notes,  and  the 
need  for  a  second  centrifugation.  In 
addition,  it  will  not  hemolyze  the 
sample  (i.e.  cause  the  disintegration  of 
red  blood  cells  with  the  liberation  of 
hemoglobin).  Suggested  especially  for 
hospital  and  independent  clinical 
laboratories,  the  disc  sells  for  $35/ 
1,000.  Distributor,  licensee  inquiries 
are  welcome.  WRITE:  Barbara 
Griffin,  President,  Whale  Scientific, 
Inc.,  Dept.  CN,  4949  Ironton  Street, 
Denver,  Colorado   80239   U.S.A. 


SHIPPING  CONTAINER  FOR  LABORATORY  SPECIMENS  -  Used  by  hospitals, 
laboratories,  and  clinics  to  mail  specimens  (tubes  or  slides),  the  "Tri-Tube-Mailer"  is  a 
polystyrene  container  that  can  be  used  repeatedly.  A  pressure-sensitive  label  on  one 
side  of  the  container  is  sufficient  for  shipping  purposes,  and  the  label  can  be  easilv 
removed  for  later  reuse  of  the  container.  Safe,  convenient,  and  efficient,  each  unit 
will  hold  three  test  tubes  and  two  slides.  The  price  is  $80  per  case  (200  units)  f.o.b. 
Sacramento,  California.  Bank  Reference:  Bank  of  America,  Main  Branch,  Sacramento, 
California.  WRITE:  Ellis  Hobbs,  Owner,  Medical  Laboratory  Products,  Dept.  CN,  5833 
Keyntel,  Citrus  Heights,  California    95610    U.S.A. 
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DENTAL  EQUIPMENT 


MODULAR  DENTAL  CONTROL  UNIT 
—  Dentists  and  hygienists  will  be 
interested  in  the  "Sovereign"  dental 
unit,  an  efficient,  trouble-free  system 
which  allows  from  one  to  six 
hand-piece  modules  to  be  mounted 
together.  Each  brass  module  is  a 
complete  unit  providing  all  control 
functions  for  low  and  high-speed 
handpieces.  Conduits  are  machined 
through  all  modules  for  air  and  water 
supplied,  and  each  module  includes 
independent  air/water  adjustment  and 
its  own  pressure  gauge.  The  system  is 
priced  from  $1,650  to  $2,700. 
Distributor  and  agent  inquiries  are 
invited.  WRITE:  Delia  Berger, 
Marketing  Manager,  Sherwood 

Instruments,  Inc.,  Dept.  CN,  10789 
Southwest  Cascade  Avenue,  Portland, 
Oregon   97223   U.S.A. 


ULTRASONIC  INSTRUMENT  FOR  CLEANING  TEETH  -  Operating  at  40,000 
cycles/second,  the  "Sonic  Piezo-Electric"  dental  scaler  is  used  by  dentists,  hygienists, 
and  other  healthcare  personnel  to  remove  dental  tartar,  amalgam  overhangs,  cements, 
orthodontic  bonding  agents,  and  other  materials.  Unlike  many  conventional 
instruments,  it  operates  with  or  without  water  since  its  unique  transducer  does  not 
heat  during  use.  The  firm  notes  that  all  electronic  components  are  contained  in  one 
modular  structure  which  can  be  quickly  and  easily  changed.  The  price  range  is 
$400-$450.  The  company  seeks  agents,  distributors.  Bank  Reference:  Progress  Bank, 
Fenton,  Missouri  63026  —  Mercantile  Trust  Company,  St.  Louis,  Missouri  63166. 
WRITE:  Stephen  Conger,  President,  Spartan  Ultrasonics,  Inc.,  Dept.  CN,  519  Rudder 
Road,  Fenton,  Missouri    63026   U.S.A.   Telex:  910-760-1418.   Cable:  SPARTA 


PRECISION  GROUND  DENTAL  FILES  —  This  firm  offers  high-quality  dental  files  for 
hand  shaping  of  root  canals.  The  files  are  made  from  high-carbon  stainless  steel  wire, 
the  company  explains,  and  the  fluting  is  produced  by  precise  machine  grinding  rather 
than  twisting.  Features  listed  by  the  manufacturer  include  sharper  cutting  edges, 
improved  capacity  for  removing  debris  and  dentine,  excellent  fluting  depth,  and 
greater  sensitivity.  The  units  adapt  for  both  hand  drill  and  power  drill  applications. 
Available  with  either  left  or  right-hand  spirals,  they  sell  for  50$  each.  WRITE: 
Stanley  Sapiro,  Export  Manager,  Dentool,  Inc.,  Dept.  CN,  224  Sanders  Avenue, 
Somerset,  New  Jersey   08873   U.S.A.   Telex:  83-3150  IPES  SMOT 
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HOSPITAL  ACCESSORIES 


COMPACT  IMPRINTER  UNIT  FOR  HOSPITAL  USE  —  Designed  especially  for  hosoitals 
and  other  medical  or  industrial  institutions,  the  "T-Printer"  is  a  small,  manual 
imprinter  which  works  equally  well  with  single  sheets  or  multiple  forms.  Its  special 
construction  makes  it  easy  to  place  and  retrieve  both  the  embossed  plastic 
identification  cards  and  hospital  forms.  Since  the  unit  imprints  along  any  edge  of  any 
form,  it  is  especially  useful  with  physicians'  order  forms  requiring  multiple 
imprintings.  Easily  operated  with  one  hand,  the  "T-Printer"  employs  a  unique  "form 
lock"  that  holds  any  document  firmly  in  place  to  prevent  movement  and  smearing 
during  the  imprint  cycle.  The  price  range  is  $135-$150.  WRITE:  John  F.  Johnson, 
President,  Source  Information  Systems,  Dept.  CN,  1528  6th  Street,  Santa  Monica, 
California   90401    U.S.A. 


STAIN  EXTRACTING  CHEMICALS  —  These  cleaning  chemicals  are  formulated  to 
remove  stains  that  resist  ordinary  soaps  and  detergents.  Recommended  for  hospitals, 
nursing  homes,  and  other  institutions,  as  well  as  for  dentists,  laundries,  carpet 
cleaners,  etc.,  they  are  said  to  be  effective  regardless  of  the  age  or  condition  of 
stains.  Three  varieties  are  offered:  "Hem'Ex"  for  blood  and  other  protein-based  stains, 
"Urin'Ex"  for  urine  stains  and  many  food  stains,  and  "Gen'Ex"  for  all  food  and  drink 
stains  (including  wine,  fruit  juices,  and  soft  drinks).  They  seU  for  $3/  6  oz  (180  ml)  or 
$26/  gal  (3.8  1).  Agents,  distributors  are  sought.  Repackaging  by  local  firms  from 
large  drums  wU  be  considered.  WRITE:  James  B.  Hull,  President,  Envirochem  Inc., 
Dept.  CN,  4822  South  10th  Street,  Milwaukee,  Wisconsin   53221    U.S.A. 


LOW-COST,  DISPOSABLE  URINALS  - 
The  "Disposajon"  is  a  practical, 
disposable  urinal  made  from 
paperboard  coated  with  polyethylene. 
Offering  an  750  ml  (28  fl  oz)  capacity, 
it  comes  in  two  styles  —  one  for 
female  patients,  the  other  for  males. 
It  can  be  reused  by  the  same  patient 
and  is  designed  to  last  the  duration  of 
the  average  hospital  stay.  The  urinal 
is  inexpensive  since  there  is  no  need  to 
sterilize  it:  rinsing  with  cold  water 
after  each  use  is  sufficient.  The  firm 
also  notes  that  the  "Disposajon"  is 
impervious  to  uric  acid,  will  not  leak, 
and  is  comfortable  to  use.  Suggested 
for  hospitals,  rest  homes,  etc.,  the 
products  sell  for  $12-$15/  case  (50 
units).  WRITE:  Margaret  L.  Force, 
Export  Management,  Sanivoid,  Dept. 
CN,  881  South  Grand  Avenue, 
Pasadena,  California   91105   U.S.A. 
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INKLESS  FOOTPRINTING  SYSTEM 
FOR  NEWBORN  INFANTS  —  Consisting 
of  a  sensitized  seal  and  a  chemically 
treated  wipe,  this  system  produces 
superior  footprints  of  newborn  babies 
without  using  messy  inks.  The 
chemicals  in  the  wipe  are  said  to  be 
invisible,  nontoxic,  and  hypoallergenic. 
In  addition,  the  firms  says,  any  residue 
will  evaporate  from  the  infant's  skin  in 
seconds.  The  identification  prints 
produced  by  the  system  will  not  smudge 
or  smear  even  immediately  after 
printing,  and  they  are  permanent  for 
use  in  hospital  records.  The  system 
costs  about  12$  per  print.  WRITE:  Bob 
Golightly,  Export  Sales  Rep.,  Infa-Print, 
Inc.,  Dept.  CN,  910  Bryant  Building, 
1102  Grand  Avenue,  Kansas  City, 
Missouri    64106   U.S.A. 


BATHTUB  "CRADLE"  FOR  INFANTS 
—  Designed  to  be  used  in  the  bathtub, 
the  cradle-like  "Shameze"  provides 
gentle  yet  secure  support  for  babies  at 
bath  or  shampoo  time.  Adjustable  for 
any  infants  or  handicapped  children  up 
to  6  years  old,  the  product's  reclining 
structure  greatly  simplifies  the  job  of 
keeping  young  children  clean.  It 
features  a  soft,  foam-padded  vinyl 
seat  formed  over  a  heavy-duty  plastic 
base.  The  deeply  contoured  backrest 
and  gently  curved  neck  support  are 
designed  to  keep  even  the  youngest 
infants  comfortable.  Safety  features 
include  double-locked  support  legs  that 
will  not  slip  and  a  nylon  safety  strap. 
The  unit  is  priced  under  $100. 
WRITE:  Darleen  L.  Miller,  President, 
Love-Co  Products,  Inc.,  Dept  CN,  7173 
Navajo  Road,  San  Diego,  California 
92112    U.S.A. 


CONSUMER  HEALTHCARE  AND  PRODUCTS  FOR  THE  HANDICAPPED 

MINIATURE  BACKREST  FOR  DRIVERS  -  The  "Mini-Backrest"  is  an  orthopedically 
designed  cushion  used  to  support  the  user's  lower  back  while  he  or  she  is  driving, 
typing,  studying,  or  just  relaxing.  Filled  with  vinyl  foam  and  shaped  to  fit  the 
curvature  of  the  back,  it  can  prevent  tiring  backaches  caused  by  sitting  for  long 
periods  of  time  in  uncomfortable  positions.  Possible  end-users  include  truck  drivers, 
sales  persons,  secretaries,  and  students.  The  "Mini-Backrest"  sells  for  $3.98  f.o.b.  New 
York.  Distributors  are  sought  abroad.  WRITE:  Dr.  Bruce  Rappaport,  President, 
Rappaport  International  Inc.,  Dept.  CN,  8  Arden  Lane,  Gardiner,  New  York  12525 
U.S.A.   Telex:  NY  City  62628  Dr.  Bruce  Rappaport 
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RUGGED  SPOKELESS  WHEEL  FOR 
WHEELCHAIRS  =  By  combining  a 
lightweight  magnesium  alloy  and  a 
unique  die-cast  web  design,  this  firm 
has  developed  a  spokeless  wheel  that 
wiU  maintain  its  shape  even  with 
heavy  loads  and  under  vigorous  use. 
Called  the  "Endurance  Wheel,"  the 
product  is  recommended  for  any  user 
of  a  wheelchair.  Since  it  has  no  spokes 
to  tighten,  clean,  or  periodically 
replace,  the  wheel  requires  relatively 
little  maintenance.  The  manufacturer 
says  it  is  strong,  durable,  and  easy  to 
maintain.  A  completely  sealed  bearing 
unit  also  enhances  the  wheel's 
performance.  The  price  is  $54. 
WRITE:  William  C.  Kofoed,  Director 
of  Marketing  and  Sales,  Invacare 
Corporation,  Dept.  CN,  1200  Taylor 
Street,  Elyria,  Ohio   44035    U.S.A. 

WATER  PURIFIER  SYSTEM  KILLS  BACTERIA,  VIRUSES  -  This  is  an  electronic  water 
purification  system  specifically  designed  for  consumer  use.  Based  on  a  high-intensity 
ultraviolet  lamp,  the  "CWS-2"  is  said  to  kill  up  to  99.9  percent  of  the  bacterial  and 
viral  content  of  water.  It  is  also  equipped  with  a  charcoal  filter  (to  eliminate 
unwanted  tastes  and  odors),  a  dispensing  faucet,  and  the  necessary  mounting 
hardware.  Suggested  for  homes,  apartments,  restaurants,  boats,  and  recreational 
vehicles,  the  "CWS-2"  can  deliver  1/2  gal  (1.9  1)  of  purified  water  per  minute  without 
adding  chemicals.  The  suggested  list  price  is  $580.  WRITE:  D.  David  Szymanek,  Vice 
President,  Clean  Water  Systems  of  America,  Inc.,  Dept.  CN,  15155  Stagg  Street,  Van 
Nuys,  California   91405   U.S.A. 

ORTHOTIC  SYSTEM  FOR  SCOLIOSIS 
PATIENTS  -  "The  "Othomedics 
Scoliosis  Orthotic  System"  consists  of 
five  units  all  fabricated  from  the  same 
basic  components.  These  include:  1) 
Lumbar  Thoraco-Lumbar  Orthosis,  2) 
Kyphosis  Orthosis,  3)  Thoracic 
Orthosis,  4)  Post  Fusion  Orthosis,  and 
5)  TLSO  with  Superstructure.  The 
major  factor  in  determining  the 
appropriate  size  of  the  pelvic  girdle  is 
the  patient's  waist  circumference. 
Important  advantages  of  these 
products  are  that  they  are  lightweight, 
adaptable  for  patient  growth,  very 
cosmetic,  and  they  provide  a 
simplified  fitting  technique.  The  price 
is  $165.  WRITE:  W.J.  Pomp,  Director 
of  Marketing,  Orthomedics,  Inc.,  Dept. 
CN,  8332  Iowa  Street,  Downey, 
California   90241    U.S.A. 
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"TOP  LOADER"  TRANSPORTS  WHEELCHAIRS  BY  CAR  —  The  "Mark  VII 
Electromagnetic  Top  Loader"  is  designed  for  users  of  wheelchairs  who  also  drive 
automobiles.  Powered  by  the  car's  battery,  this  automated  storage  compartment 
automatically  lifts  and  locks  the  driver's  chair  into  a  sheltered,  secure  position  on  top 
of  the  automobile.  The  simple  operation  of  the  "Mark  VII"  allows  disabled  individuals 
to  load  and  unload  their  chairs  without  assistance,  carrying  them  wherever  they  go  for 
maximum  independence.  Able  to  fit  any  car  or  pick-up  truck,  it  provides  a  protective 
steel  and  aluminum  shell  which  shields  the  wheelchair  from  all  kinds  of  weather.  It 
sells  for  $1,696.  WRITE:  L.D.  Condon,  President,  The  Wheelchair  Carrier  Corp.,  Dept. 
CN,  P.O.  Box  9328,  Phoenix,  Arizona   85068   U.S.A. 


The  preceding  new  product  information  represents  only  a  small  part  of  the  many 
innovative  items  now  produced  by  U.S.  manufacturers  of  healthcare  products.  While 
the  firms  listed  above  are  believed  to  be  reliable,  no  responsibility  can  be  assumed  by 
the  U.S.  Government  or  its  representatives  for  the  accuracy  of  these  product 
descriptions.  All  listings  are  based  entirely  on  information  supplied  by  the  U.S. 
manufacturer  or  its  export  representative. 

We  sincerely  hope  that  each  Post  will  disseminate  this  information  to  the  local 
business  community  through  all  available  channels.  If  the  Editors  of  the  Post 
Commercial  Newsletters  would  like  to  suggest  INDUSTRY  THEMES  for  future  issues 
of  Commercial  News  USA,  we  encourage  them  to  complete  the  questionnaire  included 
in  the  September/October  issue  of  this  magazine  and  to  return  it  as  soon  as  possible  to 
the  address  supplied. 
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THE  CHICAGO  DENTAL  SOCIETY  115th  MIDWINTER  MEETING 

February  17-20,  1980,  Chicago,  Illinois 

"CARE  FOR  THE  FUTURE" 


"Care  for  the  Future"  is  the  theme  of  the  115th  Midwinter  Meeting  of  the  Chicago 
Dental  Society,  February  17-20,  1980  at  the  Conrad  Hilton  Hotel,  Chicago,  Illinois, 
U.S.A.  Traditionally  an  industry  showcase  for  new  products,  the  meeting  is  expected 
to  include  over  300  companies  displaying  the  latest  developments  in  dental 
instrumentation,  drills,  amalgams,  dyes,  laboratory  equipment,  and  other  clinical 
products  and  supplies. 

The  scientific  sessions  of  the  CDS  meeting  receive  worldwide  recognition  because  of 
the  caliber  of  clinicians  participating  in  all  phases  of  the  program.  Sessions  include:  10 
all-day,  limited-attendance  courses;  live  operations  viewable  through  closed  circuit 
television;  paper  presentations;  panel  discussions;  and  symposia. 

The  U.S.  Department  of  Commerce  will  have  an  international  business  center  located 
in  the  registration  area  where  staff  from  the  Foreign  Buyer  Program  will  be  available 
to  assist  foreign  visitors  attending  the  show.  A  $35  registration  fee  will  permit  foreign 
attendees  to  visit  all  open  sessions  and  the  technical  exhibits  during  the  Meeting. 

For  additional  information  and  details,  please  contact  your  nearest   U.S.   Embassy  or 
Consulate.     You    may    also    send    inquiries    directly    to:     Mrs.    Betty    Jean    Erdmann, 
Chicago  Dental  Society,  Dept.  CN,  30  North  Michigan  Avenue,  Chicago,  Illinois   60602 
U.S.A.   Telephone:  (312)  726-4076. 
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1980  U.S.  FOREIGN  BUYER  SHOWS 

U.S.  shows  offering  the  best  prospects  for  purchasing  products  and  finding  U.S.  firms 
seeking  overseas  representation,  have  been  selected  for  Commerce's  FOREIGN  BUYER 
PROGRAM.  At  these  U.S.  shows  the  foreign  visitors  are  offered  a  variety  of  services 
to  help  in  accomplishing  business  objectives.  At  each  show  there  will  be  an 
International  Business  Center  where  U.S.  Department  of  Commerce  personnel  will 
provide  individual  assistance  to  the  international  visitors.  Information  on  these  events 
can  be  obtained  by  contacting  the  local  American  Embassy  or  Consulate. 


January  21-25 

January  27-31 
January  27-30 
January  27-30 
February  17-20 
March  23-26 
April  12-19 
May  5-8 
May  17-21 

May  20-22 
July  13-16 
August  22-25 

September  6-9 
September  16-18 


Calendar  1980  Shows 

AMERICAN-MADE    MEN'S    AND    BOY'S    TAILORED    CLOTHING 

MARKET 

1290  Avenue  of  the  Americas,  New  York,  New  York 

INTERNATIONAL  CONCRETE  AND  AGGREGATES  SHOW 
Astro-World,  Houston,  Texas 

HOBBY  INDUSTRY  ASSOCIATION  TRADE  SHOW 
Convention  Center,  Anaheim,  California 

NATIONAL  SHOE  FAIR  OF  AMERICA 
Convention  Center,  Dallas,  Texas 

CHICAGO  DENTAL  SOCIETY  -  (115th  Midwinter  Meeting) 
Conrad  Hilton  Hotel,  Chicago,  Illinois 

NATIONAL  ASSOCIATION  OF  MEN'S  SPORTSWEAR  BUYERS 
Coliseum,  New  York,  New  York 

INTERNATIONAL  GRAPHIC  ARTS  SHOW  -  PRINT  '80 
McCormick  Place,  Chicago,  Illinois 

INTERNATIONAL  COAL  SHOW 
McCormick  Place,  Chicago,  Illinois 

61ST  NATIONAL  RESTAURANT  ASSOCIATION  RESTAURANT, 
HOTEL-MOTEL  SHOW 
McCormick  Place,  Chicago,  Illinois 

ELECTRIC  VEHICLE  (EV)  EXPOSITION 
Convention  Center,  St.  Louis,  Missouri 

INTERNATIONAL  CARPET  AND  RUG  MARKET  (ICRM) 
Merchandise  Mart,  Atlanta,  Georgia 

DALLAS      WOMEN'S     AND     CHILDREN'S     MID-WINTER     AND 

SPRING  MARKET 

Dallas  Market  Center,  DaUas,  Texas 

NATIONAL  MERCHANDISE  SHOW 
Coliseum,  New  York,  New  York 

WESCON  (Electronics)  - 

Convention  Center,  Anaheim,  California 
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U.S.  GOVERNMENT  SPONSORED  EVENTS  OVERSEAS 


Further  information  on  the  events  listed  below  may  be  obtained  by  contacting  the  U.S. 
Embassy  located  in  the  host  country.  If  in  the  United  States,  please  contact  the 
nearest  U.S.  Department  of  Commerce  District  Office.  These  offices  are  located  in 
most  major  cities  throughout  the  United  States.  The  listed  events/dates  are  subject  to 
change  or  cancellation  without  prior  notice. 

EXHIBITS 


1979 
November  5-9 


MINING  AND  CONSTRUCTION  EQUIPMENT 
Seoul,  Korea 


November  5-9 


November  5-9 


November  6-10 


November  13-16 


December  3-7 


PRINTPAC:  PRINTING  AND  PACKAGING  EQUIPMENT 
Singapore,  Singapore 

REHABILITATION  EQUIPMENT 
Tokyo,  Japan 

PRODUCTRONICA:  ELECTRONICS  INDUSTRY  PRODUCTION 
AND  TEST  EQUIPMENT 
Munich,  West  Germany 

COMPUTER  EQUIPMENT 
Mexico  City,  Mexico 

PRINTING  AND  GRAPHIC  ARTS  EQUIPMENT 
Sao  Paulo,  Brazil 


December  10-15 


MESUCORA:  MEASUREMENT,  CONTROL,  REGULATION 
AND  AUTOMATION  EQUIPMENT 
Paris,  France 


December  10-14 


1980 
January  8-12 


MACHINE  TOOL  ACCESSORIES 
Taipei,  Taiwan 

SAFETY  AND  SECURITY  EQUIPMENT 
Caracas,  Venezuela 


January  20-26 
January  21-26 


BUILDING  AND  CONSTRUCTION  EQUIPMENT 
Jidda,  Saudi  Arabia 

COMPUTERS  AND  RELATED  EQUIPMENT 
Taipei,  Taiwan 


Jan.  29-Feb.  2 


PETROVANCE:  PETROLEUM  INDUSTRY 
Mexico  City,  Mexico 
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February  18-22 
February  19-23 
February  24-27 
February  25-29 

February  26-29 
March  2-7 
March  25-29 
March  27  -  April  2 
March  29  -  April  2 
March 


AUTOMOTIVE  MAINTENANCE  EQUIPMENT 
Tokyo,  Japan 

MINING  AND  CONSTRUCTION  EQUIPMENT 
Mexico  City,  Mexico 

ISPO  '80:  SPORTS  AND  RECREATION  EQUIPMENT 
Munich,  West  Germany 

METAL  FINISHING  AND  SURFACE  TREATMENT 

EQUIPMENT 

Sao  Paulo,  Brazil 

EDP  '80:  COMPUTERS  AND  RELATED  EQUIPMENT 
Milan,  Italy 

GENERAL  INDUSTRIAL  EQUIPMENT 
Manila,  Philippines 

SECURITY  EQUIPMENT 
Milan,  Italy 

FOOD  PROCESSING  EQUIPMENT 
Osaka,  Japan 

COMPOSANTS:  ELECTRONIC  COMPONENTS 
Paris,  France 

MEDICAL  EQUIPMENT 
Riyadh,  Saudi  Arabia 


SPECIALIZED  TRADE  AND  SEMINAR  MISSIONS 


1979 
November 


November 


November 


December 


December 


AGRICULTURAL-INDUSTRIAL  CHEMICALS 
Nigeria/Gabon/Cameroon/Ivory  Coast 

MEDICAL  EQUIPMENT 
Colombia/Ecuador /Chile 

AIRCRAFT  AND  GROUND  SUPPORT  EQUIPMENT 
Costa  Rica/Guatemala/Venezuela 

FRANCHISE  OPERATIONS 
Bahrain/Qatar /Kuwait/UAE 

AVIONICS  EQUIPMENT 
Saudi  Arabia 
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1980 
January 

January 

February 

February 

February 

March 

March 

April 

April 

April 


MINING  EQUIPMENT 
Bolivia/Peru/Chile 

FOOD  PROCESSING  AND  PACKAGING  EQUIPMENT 
Indonesia/Thailand 

RAILWAY  EQUIPMENT 
Pakistan /India 

TIMBER  INDUSTRIES  EQUIPMENT 
Cameroon/Gabon /Liberia/Congo 

ELECTRONIC  DATA  PROCESSING 
Iraq/Egypt/ Algeria 

TRANSPORTATION  AND  ROAD  BUILDING 
Saudi  Arabia/Yemen 

MATERIALS  HANDLING  EQUIPMENT 
Venezuela/Colombia 

FOOD  PROCESSING  AND  PACKAGING  EQUIPMENT 
Greece/Turkey /Israel 

TEXTILE  EQUIPMENT 
Colombia/Chile/Bolivia 

WATER  RESOURCES  DEVELOPMENT 
Algeria/Morocco/Tunisia 


VIDEO/CATALOG  EXHIBITIONS 


November  26- 
December  7,  1979 

December  1979- 
January  1980 

January  1980 


March  3-15,  1980 


TEXTILE  MACHINERY  USA 
Korea/Thailand/Philippines/Indonesia 

FOOD  PROCESSING  AND  PACKAGING  USA 
Bolivia/Uruguay/Paraguay 

MACHINE  TOOLS  USA 
Alger  ia/Egypt/Syria/Iraq 

PLASTIC  PRODUCTION  USA  -  French  Version 
Nigeria/Ivory  Coast /Tunisia/Morocco 
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NEW  PRODUCTS  U.S.A. 


The  following  product  information  has  been  selected  by  the  Department  of  Commerce 
for  promotion  through  the  New  Product  Information  Service  (NPIS).  This  information 
is  also  made  available  by  Commerce  on  a  selected  basis  to  VOA  for  worldwide 
broadcasting.  While  the  firms  mentioned  in  Commercial  News  USA  are  believed  to  be 
reliable,  no  responsibility  can  be  assumed  by  the  U.S.  government  or  its 
representatives  for  the  accuracy  of  the  new  product  descriptions  which  are  based  on 
information  supplied  by  the  listed  U.S.  firms.  Both  technical  and  non-technical 
products  are  deliberately  included  to  ensure  worldwide  market  applicability.  Please 
reprint  as  many  new  product  descriptions  as  possible. 

AGRICULTURAL  MACHINERY  AND  EQUIPMENT 

(Including  Animal  Husbandry  and  Veterinary  Sciences) 


PORTABLE  STORAGE  SYSTEM  FOR  GRAIN  —  Easily  assembled  and  maintained  by 
unskilled  laborers,  the  "Stak  Cover"  portable  storage  bin  system  is  ideal  for  temporary 
storage  of  grain  and  other  dry  commodities.  Portable,  it  is  easy  to  use  with  existing 
facilities  or  on  rented  land,  and  the  bin  waUs  can  be  stacked  to  create  additional 
storage  space.  Designed  to  protect  up  to  2,864  tons  (2,600  t)  of  grain  from  insects, 
rodents,  and  moisture,  it  can  be  used  on  farms,  ship  docks,  surplus-storage  sites,  and 
other  locations.  The  price  range  is  $8,845-$27,000.  WRITE:  Raymond  Winters, 
President,  Environetics,  Inc.,  Dept.  CN,  9824  Industrial  Drive,  Bridgeview,  Illinois 
60455    U.S.A. 
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HEARTRATE  MONITOR  FOR  ANIMAL  RESEARCH  —  Used  in  veterinary  medicine  and 
animal  research,  the  "Cardiatron"  monitor  provides  audible,  visual,  and  digital  displays 
of  an  animal's  heartrate  (i.e.  heartbeats  per  minute).  Convenient  to  use,  the  unit's 
electrodes  are  simply  clipped  onto  the  animal's  skin,  and  the  sensitivity  and  volume 
controls  are  set.  Placement  of  the  electrodes  is  not  critical:  if  the  chest  cavity  is 
spanned,  monitoring  is  usually  effective.  The  price  is  $225.  Distributors  are  sought. 
WRITE:  Gregory  H.  Piesinger,  President,  Dyco,  Inc.,  Dept.  CN,  6702  East  Cactus 
Road,  Scottsdale,  Arizona   85254   U.S.A. 


MECHANICAL  PROBE  FOR  BULK 
GRAINS  —  The  "Apollo  6/10  Mechanical 
Trier"  is  a  unique  probing  device  used  to 
obtain  grain  samples  from  bulk  loads. 
Combining  the  speed  of  a  mechanical 
system  with  the  accuracy  of  a  hand 
trier,  it  features  a  hollow  probe  head 
with  11  separate  compartments  (one 
every  6  inches,  or  15  cm)  so  that 
individual  samples  are  taken  in  only 
seconds  from  aU  depths  in  a  grain  load. 
Possible  applications  are  in  grain 
warehousing,  purchasing,  and  sales.  The 
system  sells  for  $5,332.  WRITE:  L.H. 
Degener,  Sales  Manager,  Elevator 
Contractors,  Inc.,  Dept.  CN,  1418  East 
Madison,  Des  Moines,  Iowa  50316 
U.S.A. 


PROBE  MEASURES  UNDERGROUND  WATER  LEVELS  —  The  "Olympic  WeU  Probe"'  is 
a  self-contained  system  for  measuring  and  monitoring  water  levels  in  deep  weUs,  bore 
holes,  etc.  Constructed  from  non-corrosive,  high-grade  materials,  this  portable  device 
features  micro-amp  circuitry  (powered  by  one  penlight  battery)  and  high-strength 
coaxial  cables  with  integral  color-coded  footage  markers.  Suggested  for  farmers, 
ranchers,  geologists,  hydrologists,  well  drillers,  and  others,  it  sells  from  $80  to  $120. 
Distributors  are  sought.  WRITE:  A.M.  Granat,  President,  Actat  Corp.,  Dept.  CN. 
16603  Olympic  View  Road,  Northwest,  Silverdale,  Washington    98383   U.S.A. 


ENERGY-EFFICIENT   GREENHOUSE 


Gardeners   will  be   interested   in   the   "Nexus 


Low  Profile  Supreme  Greenhouse,"  a  prefabricated  structure  especially  designed  for 
energy-efficiency.  Available  in  various  widths,  the  greenhouse  encloses  a  relatively 
small  volume  of  space  per  any  given  width  because  of  the  extremely  low  profile  of  the 
bow  above  the  gutter.  Insulated  with  a  double  polyethylene  covering,  it  provides  very 
good  heat  retention  and  also  includes  high-strength  steel  supports.  The  cost  is 
$7.50-$13.50/  sq  m  (1.2  sq  yd).  Agents  are  wanted.  WRITE:  William  Pixley,  Sales 
Manager,  Nexus  Corp.,  Dept.  CN,  2250  19th  Street,  Denver,  Colorado   80202    U.S.A. 
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AGRICULTURAL  GRINDER/MIXER  —  This  firm  offers  farmers  and  livestock  growers 
a  portable  grinder /mixer  unit  with  a  mixing  tank  capacity  of  101  bushels  (3,555  liters). 
The  unit  features  large,  hydraulically  powered  augers  that  provide  very  fast  loading 
and  unloading  of  hay  flakes,  corn,  and  other  materials.  Also  included  is  a  streamlined 
18-inch  (46  cm)  hammer  mill  with  heavy  shock-absorbing  sides  and  a  serrated  grinding 
concave,  all  made  from  cast  iron.  It  sells  for  $6,300.  WRITE:  William  R.  Anderson, 
Product  Manager,  Western  Land  Roller,  Dept.  CN,  1341  West  2,  Hastings,  Nebraska 
68901    U.S.A. 


AIR  AND  WATER  PURIFICATION  AND  POLLUTION  CONTROL 


ENERGY-SAVING  INDUSTRIAL  DUST  COLLECTOR  —  Used  to  remove  air-borne  dust 
from  industrial  environments,  the  "Micro-Trol"  incorporates  a  reusable  filter  cartridge 
said  to  be  99.97  percent  efficient  against  particles  as  small  as  .3  microns.  The  filter 
includes  a  special  antistatic  coating  that  makes  it  easy  to  clean  with  mechanical 
shakers  or  air-pulse  cleaning  devices.  Typical  end-users  are  heavy  industries 
(chemical,  pharmaceutical,  etc.),  foundries,  and  others.  A  modular  system,  it  sells 
from  $2,000.  Sales  representatives  and/or  manufacturing  licensees  are  sought. 
WRITE:  Allan  H.  Meny,  President,  Multi-Fab,  Inc.,  Dept.  CN,  726  Wilhelm  Street, 
Harrison,  New  Jersey   07029   U.S.A. 


HOUSEHOLD/     INDUSTRIAL     WATER 


CLEANING    SYSTEM 


Installable    on 


copper,  plastic,  or  galvanized  water 
lines  of  1/2  or  3/4  inch  diameter  (1.3 
or  1.9  cm),  the  "Clean  Water  System" 
purifies  water  of  chemicals  (chlorine, 
sulfur,  etc.)  sludge,  scale,  algae, 
sediment,  and  resultant  odors  and 
tastes.  It  installs  in  only  20  minutes 
without  special  tools  or  additional 
plumbing  fixtures  such  as  shut-off  or 
by-pass  valves.  Sold  for  $30,  the  unit 
is  used  in  homes,  restaurants,  and  in 
many  agricultural  and  industrial 
applications.  Distributors,  agents  are 
sought.  WRITE:  Harvey  Polokoff, 
Sales  Manager,  Omni  Corporation, 
Dept.  CN,  P.O.  Box  305,  South 
Holland,  lUinois    60473   U.S.A. 
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HIGH  FILTRATION  SYSTEM  FOR  AQUARIUMS  -  Applicable  both  to  small  home 
aquariums  and  to  fish  tanks  holding  thousands  of  gallons,  "Lifeguard  Aquarium  Module 
Cartridge  Filters"  are  effective  against  particles  as  small  as  one  micron.  Modular  in 
design,  the  system  adapts  for  use  with  existing  aquarium  components  and  includes  a 
special  gauge  which  monitors  "back  pressure"  to  indicate  when  the  filter  needs 
changing.  The  pressurized  filter  modules  force  the  purified  water  through  the  system, 
operating  for  months  between  filter  changes.  Agents  and  distributors  are  wanted. 
WRITE:  Gilbert  L.  Sperry,  Director-Aquarium  Products  Division,  Rainbow  Plastics, 
Dept.  CN,  P.O.  Box  4127,  El  Monte,  California   91732    U.S.A. 


AIR    PURIFIER    UNIT    FOR    SEWAGE    TREATMENT 


Engineered    specifically    for 


sewage  treatment  plants,  "PURAFIL  Sewage  Odor  Scrubbers"  eliminate  odors  in 
facilities  such  as  bio-oxidation  towers,  wet  wells,  etc.  that  exhaust  contaminated  air. 
The  system  is  based  on  the  "Purafil"  compound,  a  material  which  absorbs  odors  and 
corrosive  gases  (SO2,  H2S,  NH3,  etc.),  operating  without  the  use  of  perfumes  or  other 
fumigants.  "S.O.S.  Scrubbers"  are  available  in  a  variety  of  pre-assembled  units  for 
easy  design,  selection,  and  installation.  The  price  range  is  $4,000-$30,000.  WRITE: 
H.E.  Burroughs,  President,  Purafil,  Inc.,  Dept.  CN,  P.O.  Box  80434,  Chamblee, 
Georgia   30366   U.S.A. 


NEW  FLOATING  AERATOR  FOR 
WASTEWATER  TREATMENT  -  The 
"EPI  Floating  Aerator"  is  used  by 
municipal  sewage  facilities  and 
industrial  wastewater  treatment  plants 
to  transfer  oxygen  (O2)  in  wastewater 
treatment.  Its  smoothly  curved  fluid 
passageway  uses  the  "venturi" 
principle  of  hydrodynamics  to  increase 
its  pumping  capacity  and  create  a 
uniformly  distributed,  fine-scale 
turbulence  to  maximize  oxygen 
transfer.  The  firm  notes  that  the  unit 
has  the  largest  diameter  deflector  and 
the  lowest  center  of  gravity  of  any 
available  aerator.  It  seUs  for 
$2, 000-$  14, 000.  Agents,  distributors, 
and  licensees  are  sought.  WRITE: 
Tracy  R.  Young,  International 
Operations  Officer,  EPI,  Inc.,  Dept. 
CN,  EUerson  Industrial  Park,  Erie 
Road,  Mechanicsville,  Virginia  23111 
U.S.A.    CABLE:  EPIAERATOR 


LIQUID  PRODUCT  CONTROLS  ALGAE  IN  SWIMMING  POOLS  -  "Swimtrine"  is  a 
copper-based  algaecide  for  use  in  sunken  swimming  pools.  It  is  said  to  provide  superior 
control  of  algae,  preventing  regrowth  through  its  long-lasting  effects  and  periodic 
retreatments.  Effective  over  a  wide  pH  range,  "Swimtrine"  does  not  cloud  the  water. 
does  not  foam  or  clog  filters,  and  is  compatible  with  other  chemicals  used  in  pools. 
Priced  at  $ll-$25/  gal  (3.8  liters)  it  is  recommended  for  private  and  municipal 
swimming  pools.  Agents  and  distributors  are  desired.  WRITE:  Keith  O.  Klopp.  Export 
Sales  Manager,  Applied  Biochemists,  Inc.,  Dept.  CN,  5300  West  Countv  l.ino  Road. 
Mequon,  Wisconsin   53092   U.S.A. 
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NONCHEMICAL  WATER  TREATMENT  SYSTEM  —  The  "Electro-Mag"  process  is 
designed  to  modify  scale-forming  elements  in  water,  dissolve  existing  scale,  and 
prevent  additional  build-up  in  water  systems.  This  electro-magnetic  device  is  a 
pollution-free  system  that  produces  the  effect  of  "soft"  water  without  the  use  of 
chemical  additives.  Since  it  is  effective  at  all  temperatures,  the  firm  states,  it  can  be 
used  on  boilers  as  well  as  cooling  towers.  End-users  include  commercial  laundries, 
hotels,  hospitals,  and  homes.  The  price  is  $700-$15,000.  Agents  and  distributors  are 
sought.  WRITE:  Ted  Furst,  Vice  President,  Electro-Mag,  Inc.,  Dept.  CN,  16550 
Northwest  10  Avenue,  Miami,  Florida   33169   U.S.A. 

AUTOMOTIVE 

(Including  Diagnostic  Servicing  and  Safety  Equipnnent) 


STYLISH  MOTORCYCLE  LUGGAGE  — 
"Shadow  Royale  Saddlebags"  are 
mountable  carrying  cases  designed  to 
enhance  the  appearance  of  touring 
motorcycles.  The  twin  saddlebags  can 
be  detached  in  seconds,  however,  to 
function  and  look  like  fine  luggage. 
Complete  with  mounting  hardware,  they 
feature  heavy-duty         construction, 

dust-proof  lid  seals,  and  a  fine 
color-coordinated  finish.  Mounted  or 
dismounted,  they  afford  quick  and  easy 
access  to  all  contents.  The  price  is 
$116.  WRITE:  Mr.  Gary  Ramlow, 
Marketing  Manager,  Pacific©  Inc.,  Dept. 
CN,  1625  Southeast  Hogan  Road, 
Gresham,  Oregon   97030   U.S.A. 


SECURITY  LOCK  FOR  PEDAL  CONTROLS  —  Used  on  automobiles,  trucks,  many 
boats  and  airplanes,  and  other  motor  vehicles,  the  "Ped-Al-Loc"  fits  easily  over  the 
brake  and  accelerator  (or  any  other  two  pedal  controls),  locking  them  together  to 
prevent  unauthorized  use  of  the  vehicle.  The  locks,  suggested  for  both  private  and 
industrial  users,  are  made  from  high-strength  aluminum  and  incorporate  maximum 
security  cylinder  locks.  Units  can  be  designed  to  use  one  key,  or  up  to  186,000  key 
variations  are  available.  The  price  is  $40.  Agents,  distributors,  and  licensees  are 
sought.  WRITE:  R.J.  Adamski,  President,  Ped-Al-Loc  Manufacturing  Inc.,  Dept.  CN, 
P.O.  Box  17107,  Pittsburgh,  Pennsylvania   15235   U.S.A. 

ARTIFICIAL  SHEEPSKIN  SEAT  COVERS  —  This  company  has  developed  an  automotive 
seat  cover  made  from  a  synthetic  material  that  simulates  sheepskin.  The  "Sheep-Kin 
Seat  Cover"  features  a  special  hooded  design  that  fits  easily  over  the  top  of  seats  with 
high  backs  or  head  rests.  Its  attractive  dense  material  makes  this  unique  product  an 
ideal  accessory  for  private  cars.  The  cost  is  $15.  The  company  seeks  agents  and 
distributors  worldwide.  WRITE:  Robert  Bosler,  President,  P.K.  Hosier  Company,  Inc., 
Dept.  CN,  1238  Northwest  Glisan,  Portland,  Oregon   97209  U.S.A. 
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AUTOMOTIVE  AID  FOR  IMPROVED  COMBUSTION  —  The  "Pelco  Fuel  Saver,"  as  this 
firm  explains,  provides  better  gas  mileage  and  lowered  pollutant  emissions  through 
improved  vaporization  of  the  gasoline.  Operating  at  a  controlled  temperature,  the  unit 
vaporizes  gas  by  electrically  heating  it  at  the  throat  of  the  manifold,  just  before  it 
enters  the  combustion  chamber.  This  assures  almost  perfect  distribution  of  the  fuel  in 
a  gaseous  state  at  any  time.  Agents  and  distributors  are  sought  for  this  product  which 
sells  for  $30-$50.  WRITE:  R.N.  Linger,  President,  Pelco  Industries,  Inc.,  Dept.  CN, 
P.O.  Box  11285,  Indianapolis,  Indiana   46201    U.S.A. 

SPEEDY  REPAIR  KIT  FOR  TUBELESS  TIRES  -  The  "Safety  Seal"  kit,  using  a  unique 
repair  material  and  applicator  tool,  provides  a  convenient  way  to  repair  damaged 
treads  or  side  walls  on  steel-belted  radial  and  regular  tubeless  tires  without  removing 
them  from  the  automobile.  Useful  on  holes  or  cuts  up  to  3/8  in  (1  cm)  in  size,  the  kit 
uses  no  cement  and  can  complete  repairs  in  as  little  as  10  seconds.  The  firm  states 
that  this  is  the  only  completely  self-vulcanizing  repair  system  available.  It  sells  for 
$15.  The  firm  seeks  exclusive  importer /distributors  worldwide.  WRITE:  Howard 
Krisvoy,  Vice  President,  Safety  Seal  of  California,  Dept.  CN,  1424  Eltham  Place, 
Fullerton,  California  92633   U.S.A. 


LONG-LIFE  SYNTHETIC  MOTOR  LUBRICANT  -  "Duro-Lube"  is  a  synthetic, 
biodegradable  lubricant  formulated  to  replace  petroleum  oil  in  uses  involving 
automobiles,  heavy-duty  diesel  equipment,  industrial  air  compressors,  and  other 
machinery.  It  contains  no  carbon  or  other  impurities  that  cause  sludge  and  deposits, 
and  it  creates  a  protective  film  on  engine  parts.  Its  low  "pour  point"  of  -60  degrees  F 
(-51  C)  and  high  "flash  point"  of  +500  degrees  F  (+260  C)  assure  safe,  efficient 
lubrication  even  in  extreme  temperatures.  "Duro-Lube"  sells  for  $2.50-$3.00/quart 
(.95  liter).  Agents  are  wanted.  WRITE:  Samuel  P.  Giaimo,  Sales  Manager,  Duro-Lube 
of  N.J.,  Inc.,  Dept.  CN,  P.O.  Box  151,  Leonardo,  New  Jersey  07737   U.S.A. 

IMPROVED  WRENCH  FOR  MACHINE  BOLTS  -  The  "Perry  Wrench"  has  a  new 
cross-handle  design  that  provides  speed  and  comfort  when  removing  or  installing  "Allen 
Head"  bolts.  The  cross  bar  easily  slides  and  locks  in  any  of  three  positions  —right, 
center,  or  left—  allowing  the  user  to  produce  high  torque  with  little  effort.  Offered  in 
standard  English  measurement  and  metric  sizes,  the  wrench  features  a  lightweight 
aluminum  handle  and  a  hexagonal  key  of  hardened  steel.  Retailing  from  $3.50.  it  is 
suggested  for  mechanics,  machinists,  motorcycle  operators,  and  others.  Distributor 
and  agent  inquiries  are  invited.  WRITE:  LeRoy  Perry,  President,  Perry  Wrench  Mfg. 
Co.,  Dept.  CN,  1705  Stuart  Street,  Berkeley,  California   94703    U.S.A. 

DIGITAL  ENGINE  ANALYZER  —  This  manufacturer  is  introducing  its  new 
microprocessor-based  "CA  3601  Digital  Engine  Analyzer,"  a  hand-held  device  for 
testing  4,  6,  and  8-cylinder  vehicle  engines.  The  tester  will  give  an  exact  digital 
tachometer  reading  that  will  not  fluctuate,  a  complete  range  of  dwell  angle  readings 
(0-90  degrees)  on  both  conventional  and  electronic  ignition  systems,  readings  of  volts 
and  ohms,  and  an  indication  of  worn  distributors.  It  sells  for  $50.  Automotive 
mechanics  and  heavy  trucking  industries  are  end-users.  WRITE:  Rod  Georgiu.  Vice 
President,  C.  A.  Laboratories,  Inc.,  Dept.  CN,  1212  Remington  Road,  Schaumburg, 
lUinois    60195    U.S.A. 
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CUSTOMIZED,  HIGH-PERFORMANCE  TOURING  CARS  -  The  "Macho  T/A"  and  other 
"Macho"  models  are  enhanced,  high-performance  ^rans  Ams,"  "Camaros,"  and 
"Corvettes."  Standard  enhancements  include  recalibration  of  the  automobile's  power 
train  and  fuel  systems,  and  the  exhaust  system.  The  suspension  is  tuned  with  precision, 
and  all  shock  absorbers  and  front  springs  are  replaced.  Options  include  a  tilt-up 
fiberglass  hood,  custom  stereo  system,  plush  interior  design,  etc.  Priced  from  $10,000 
to  $39,000,  the  units  are  said  to  attain  speeds  up  to  160  miles/  hour  (255  km/  hr). 
Distributors  are  sought.  WRITE:  Boyd  E.  Brady,  Director  of  Corporate  Marketing, 
American  Trade  International  Corp.,  Dept.  CN,  P.O.  Box  26038,  Tempe,  Arizona 
85282    U.S.A. 

AVIATION 


IN-FLIGHT  DISTANCE  COMPUTING 
EQUIPMENT  —  Based,  according  to 
the  firm,  on  a  new  concept  in  avionics, 
the  "DCE-642"  is  an  independent, 
panel-mounted  device  which  uses  an 
integral  real-time  computer  to  provide 
vital  in-flight  information.  It  gives  a 
continuously  updated  read-out  of  the 
remaining  flight  time  and  distance  to 
the  destination,  computed  ground 
speed,  remaining  fuel  and  the 
maximum  flight  time  it  aUows.  A 
computing  rather  than  measuring 
device,  the  "DCE-642"  also  serves  as  a 
digital  stopwatch,  a  low-fuel  alarm, 
and  has  other  important  functions.  It 
seUs  for  $885.  Distributors  are 
wanted.  WRITE:  Mr.  Daryl  W.  Davies, 
Executive  Vice  President,  Aerodata 
Corporation,  Dept.  CN,  120  Elm 
Court,  Burbank,  California  91502 
U.S.A. 


BUILDING,  CONSTRUCTION  AND  MATERIALS  HANDLING 


ALUMINUM  STORM  DOOR  KIT  —  The  purchaser  can  install  these  colorful  aluminum 
storm/screen  doors  in  about  an  hour  using  only  a  Phillips  screwdriver,  thus  adding 
beauty  and  energy-saving  efficiency  to  home  or  office.  Installed  in  four  simple  steps, 
the  doors  retain  cool  air  in  summer  and  warm  air  in  winter,  lowering  the  cost  of  air 
conditioning  and  heating.  The  "do-it-yourself"  design  eliminates  installation  cost,  the 
firm  notes,  and  the  purchase  price  ($99)  also  keeps  costs  low.  Agent  inquiries  are 
welcome.  WRITE:  Mark  M.  Trilling,  International  Marketing  Consultant,  United 
Aluminum  Products  Company,  Dept.  CN,  8013  Elm  Drive,  Norridge,  Illinois  60656 
U.S.A. 
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DIGITAL  TIME/TEMPERATURE  DISPLAY  -  Used  for  advertising  by  banks,  retail 
operations,  and  other  commercial  users,  the  "Flip-0-Matic  11"  sign  is  unique  in  both 
appearance  and  operation,  according  to  the  firm.  Its  jet-black  flippers  reverse 
electronically  to  display  time  and  temperature  (both  Farenheit  and  Celsius)  in  a  bright, 
fluorescent  yellow.  Since  the  display  only  draws  electricity  when  changing  the 
flippers,  it  uses  less  energy  than  light-bulb  signs,  and  the  mechanical  flippers  eliminate 
the  need  to  replace  burned-out  lamps.  It  sells  for  $7,000.  Dealer  inquiries  are 
invited.  WRITE:  Randy  Cochran,  Sales  Manager,  Time-0-Matic,  Dept.  CN,  P.O.  Box 
850,  Danville,  lUinois    61832    U.S.A. 


GASOLINE-POWERED  PAVING  MACHINE  -  The  "Hammer-Screed  Paving  Machine" 
can  spread  and  vibrate  up  to  24,000  sq  ft  (2,160  sq  m)  of  concrete  paving  daily. 
Working  with  concrete  6-24  inches  (15-61  cm)  thick,  it  adapts  quickly  and  easily  to 
paving  any  large  concrete  area,  such  as  landing  strips,  slab  work,  streets  and  highways, 
etc.  It  is  said  to  be  the  only  machine  of  its  kind  which  can  produce  a  paved  surface 
with  a  5-inch  (13  cm)  convex  curvature  or  a  2-inch  (5  cm)  concave  curvature.  Priced 
at  $53,000,  it  includes  a  two-wheel  doUy  for  transportation.  Agents  are  sought. 
WRITE:  J.L.  Bradley,  Vice  President,  Westmac  International  Company,  Dept.  CN,  P.O. 
Box  363,  Santa  Rosa,  California   95402   U.S.A. 


AUTOMATED  PRODUCT  RETRIEVAL 
SYSTEM  —  Adaptable  for  use  with 
either  a  few  hundred  kinds  of  products 
or  with  thousands,  the  "ITEMatic" 
automates  the  retrieval  of  individual 
product  items  from  warehouses, 
storage  shelves,  etc.  The  user 
activates  the  system  electronically, 
sending  a  "picking  head"  to  the  correct 
storage  lane.  The  requested  number  of 
items  are  automatically  advanced, 
then  moved  along  a  conveyor  belt  to  a 
packing  station.  The  "ITEMatic"  works 
with  products  as  smaU  as  lipstick  tubes 
or  as  large  as  12  X  12  X  12  in  (30  X  30 
X  30  cm).  It  is  recommended  for 
warehouses  and  for  distributors  of 
jewelry,  automobile  parts,  grocery 
items,  drugs,  and  other  products. 
WRITE:  J.L.  Timmeney,  International 
Marketing  Manager,  SI  Handling 
Systems,  Inc.,  Dept.  CN,  Kesslersville 
Road,  Easton,  Pennsylvania  18042 
U.S.A. 
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KIT  FOR  ASSEMBLING  ALUMINUM- 
FRAME  SHELTERS  —  Provded  in  a 
flexible  kit  form,  "Kwik-Loc  Space 
Frames"  consist  of  aluminum  columns, 
beams  and  other  parts  that  can  be 
assembled  into  the  main  frames  of 
buildings  of  various  sizes.  Lightweight 
and  easily  transported,  the  frames  can 
be  completed  in  only  a  few  hours  by 
unskilled  laborers  using  ordinary  hand 
tools.  Their  unique  design  is  also  said 
to  accept  any  kind  of  roofing  or  siding 
material  (brick,  stucco,  wood, 
galvanized  steel,  etc.)  Useful  as 
temporary  farm  buildings,  emergency 
shelters,  aircraft  hangers,  and  other 
structures,  the  frame-kits  seU  for 
$1,200  and  up.  Agents  and  distributors 
are  wanted.  WRITE:  Ms.  Claire  A. 
Gordon,  Administrative  Vice  President 
for  Sales,  Basic  International  Industries, 
Inc.,  Dept.  CN,  9604  Variel  Avenue, 
Chatsworth,  California   91311    U.S.A. 


ASBESTOS-FREE  INSULATING/FINISHING  CEMENT  -  Intended  for  environmentaUy 
safe  use  in  the  insulation  industry,  "Feldina"  is  a  lightweight  insulating  and  finishing 
cement  that  contains  no  asbestos,  mineral  wool,  or  glass  fiber.  It  is  a 
high-temperature,  hydraulic-setting  material  that  sets  to  a  smooth,  chalk-free  finish. 
According  to  the  manufacturer,  one  bag  of  "Feldina"  can  be  used  in  place  of  two  or 
three  kinds  of  cement,  providing  maximum  coverage  for  the  lowest  cost.  It  is  priced 
at  20<l5  per  lb  (.45  kg).  WRITE:  Vincent  Cudiner,  President,  The  Nonco  Corp.,  Dept. 
CN,  1  River  Road,  Edgewater,  New  Jersey   07020   U.S.A. 

LOW-FRICTION  SLIDE  BEARINGS  FOR  CONSTRUCTION  -  "Con-Slide"  bearings  are 
constructed  from  filled  "Teflon"  bonded  to  flat,  rigid  back-up  sheets  of  carbon  steel, 
stainless  steel,  etc.  They  are  designed  to  reduce  friction  at  loaded  expansion  and 
contraction  joints  in  buildings,  bridges,  pipelines,  and  other  structures.  The  most 
highly  marketed  bearing  is  made  from  glass-filled  "Teflon"  (2.3mm  thick)  bonded  to  10 
gauge  (3.4mm)  carbon  steel  plate.  These  slide  bearings  seU  from  15$  to  20<fc  per  sq  in 
(6.5  sq  cm).  The  firm  is  seeking  agents.  WRITE:  Richard  W.  Drummond,  Vice 
President  of  Marketing,  G.W.D.  Con-Serv  Inc.,  Dept.  CN,  P.O.  Box  404,  East  Hanover, 
New  Jersey   07936  U.S.A. 

THIN  MORTAR  FOR  CERAMIC  TILE  —  A  special  formulation  of  Portland  cement, 
"Thin  Set  Mortar"  is  used  to  set  ceramic,  mosaic,  quarry,  terrazzo,  and  cement  tiles  on 
masonry,  cement  base  substrates,  and  dry  wall  in  dry  areas.  Modified  with  adhesive 
chemicals  and  fillers  that  are  self-curing  and  water-retentive,  this  mortar  can  be 
directly  applied  in  an  extremely  thin  coat  of  3/32  to  1/4  in  (.2  -  .6  cm),  unlike 
conventional  mortars  that  require  three  coats.  An  economical,  lightweight  installation 
can  thus  be  produced  in  a  relatively  short  time.  The  cost  is  $4/  50  lbs  (22.5  kg). 
Distributors  are  sought.  WRITE:  Paul  J.  Gregoire,  President,  International  Building 
Products,  Dept.  CN,  P.O.  Box  6691,  Bend,  Oregon    97701    U.S.A. 
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ONE-PIECE  COMMERCIAL  BUILDING  —  The  "Kiosk"  is  a  one-piece  fiberglass  building 
totally  equipped  with  electrical  wiring,  lighting,  cabinets,  heating,  air  conditioning, 
and  insulation.  Constructed  with  a  contemporary,  stylized  design  and  a  colorful 
exterior  finish,  it  can  be  used  as  a  variety  of  structures:  photo  finishing  sites,  repair 
shops  (watches,  jewelry,  shoes),  car  rental  offices,  retail  outlets  (candy,  records  and 
tapes,  fast  foods),  campground  or  security  stations,  and  much  more.  The  color  of  the 
finish  (selected  by  the  buyer)  will  maintain  its  lustre  and  sheen  for  years  with  minimal 
maintenance.  The  "Kiosk"  sells  from  $6,000  to  $10,000.  Agents,  distributors  are 
sought.  WRITE:  Virgil  E.  Dawson,  Vice  President  for  Marketing,  Red-E-Kamp,  Inc., 
Dept.  CN,  811A  Space  Center,  Mira  Loma,  California   91752    U.S.A. 


COMPACT  MOTOR-DRIVEN  GRADER  VEHICLE  -  Said  to  be  the  only  small, 
motor-powered  grader  with  a  front-end  extension,  the  "Roadrunner  50"  offers  the 
strength  and  versatility  of  larger  equipment  and  yet  is  designed  for  confined  work  in 
areas  otherwise  inaccessible.  Standard  features  include  articulation  of  36  degrees;  an 
adjustable,  sliding  moldboard  (8  ft  /  2.5  m  wide);  a  6  ft  (1.8  m)  bulldozer  blade:  and  a 
main-frame  extension  of  36  in  (91  cm).  These  features  have  each  an  independent 
hydraulic  control.  Priced  from  $15,000  to  $17,000,  the  grader  is  suggested  for  building 
contractors,  road  maintenance  crews,  farmers,  etc.  WRITE:  Ralph  R.  Keen. 
Executive  Vice  President,  Bower  Industries,  Inc.,  Dept.  CN,  P.O.  Box  1631,  Orange, 
California   92668    U.S.A.  (Photo  above) 
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COMPACT  ARTICULATED  LOADER  VEHICLE  —  Designed  to  provide  maximum 
productivity  through  high  maneuverability  and  ease  of  operation,  the  "Prime  Mover 
LD-50"  handles  any  bulk  material  in  loads  up  to  4,000  lbs  (1,800  kg).  A  single  lever 
controls  the  loading  bucket,  leaving  the  operator's  other  hand  free  for  steering.  The 
special  articulated  frame  of  this  50-horsepower,  4-wheel  drive  vehicle  allows  it  to 
maneuver  in  tight  areas,  even  inside  railroad  box  cars.  Other  features  include: 
excellent  operator  visibility;  driver's  cab  open  on  both  the  right  and  left;  adjustable 
bucket-seat;  power  steering;  etc.  The  unit  sells  for  $21,000-$25,000.  WRITE:  Mr. 
Paul  Jorgensen,  Manager  of  Construction  Equipment  Sales,  The  Prime-Mover  Co., 
Dept.  CN,  P.O.  Box  879,  Muscatine,  Iowa   52761   U.S.A. 

PROTECTIVE  SHEATHING  BOARD  FOR  HOMES  —  Engineered  to  give  homes  and 
other  buildings  permanent  protection  from  moisture,  cold,  heat,  and  noise, 
"Insul-Board"  is  made  from  expanded  polystyrene  foam  bonded  between  layers  of  draft 
or  foil  linerboard.  It  can  be  used  for  resurfacing  and  leveling  existing  siding  before 
applying  a  new  surface,  as  secondary  roofing,  or  under  interior  drywaU  installations. 
Furring  and  lath  work  are  eliminated;  cuts  for  doors  and  windows  can  be  made  with  a 
knife.  "Insul-Board"  seUs  for  15<t-30<t/  sq  ft  (.09  sq  m).  Agents  and  joint  ventures  will 
be  considered.  WRITE:  George  D.  Moffett,  Jr.,  President,  Marett  International,  Ltd., 
Dept.  CN,  741  Har court,  Grosse  Pointe  Park,  Michigan  48230   U.S.A. 

HYDRAULICALLY  POWERED  CABLE  HOIST  —  The  "Joat  Hoist"  is  described  by  this 
firm  as  the  only  wire  rope  hydraulic  hoist  currently  available.  It  provides  infinitely 
variable  operating  speeds  up  to  38  ft  (11.4  m)  per  minute  and  features  smooth, 
precisely  controllable  operation  and  stops.  The  hoist  also  incorporates  a  completely 
mechanical  load-sensing  brake  system  which  remains  engaged  at  aU  times  except  when 
a  load  is  being  lifted.  The  brake  alone  is  capable  of  supporting  the  unit's  full  rated 
load  with  no  power  input  to  the  motor.  Agents  and  dealers  are  sought  for  this  product 
which  seUs  for  $1,300.  WRITE:  Tony  Vanneman,  Director  of  Marketing,  Construction 
Supply  Company,  Dept.  CN,  P.O.  Box  10113,  Palo  Alto,  California   94303   U.S.A. 


IMPROVED  SPRINKLER  HEAD  FITTING  —  Designed  for  fast  mechanical  connection 
of  sprinkler  heads  or  other  outlets,  the  "Hooker"  fitting  is  shaped  to  curve  firmly 
around  the  water  pipe.  It  features  a  special  "locating  coUar"  that  fits  securely  and 
precisely  over  the  hole  cut  in  the  pipe.  This  assures  that  the  entire  outlet  is  open  to 
the  flow  of  water  and  also  prevents  installation  of  the  fitting  before  the  hole  is  cut. 
Applicable  to  various  pipe  sizes,  the  "Hooker"  assembles  with  a  single  bolt  that  can  be 
tightened  with  an  ordinary  hand  wrench.  The  price  range  is  $2.25-$6.50.  WRITE: 
Thomas  M.  Kiley,  Director  of  Marketing,  Victaulic  Company  of  America,  Dept.  CN, 
3100  Hamilton  Boulevard,  South  Plainfield,  New  Jersey  07080*  U.S.A. 

TRENCHING  ATTACHMENT  FOR  TRACTORS  -  This  firm  introduces  a  "Hydraulic 
Trencher"  engineered  to  attach  to  any  tractor  with  an  auxiliary  PTO  (power  take-off 
system)  and  a  three-point  hitch.  The  new  trencher  unit  offers  an  integral  oil  reservoir, 
a  front-mounted  pump  (10-15  gal/minute,  or  38-57  liter /minute)  for  use  on  tractors 
without  hydraulic  capacity,  and  a  special  "creeper  system"  that  powers  the  tractor 
through  its  own  wheels  while  trenching.  The  firm  says  the  machine  digs  trenches  4-12 
in  (10-30  cm)  wide  and  up  to  60  in  (150  cm)  deep.  The  cost  is  $2,000-$3,000. 
Distributors  with  sales  and  service  capacities  are  sought.  WRITE:  Robert  J.  DuBose, 
President,  Tink,  Inc.,  Dept.  CN,  Route  2,  Box  4,  Durham,  California   95938   U.S.A. 
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AIR  VOLUME  CONTROLS  FOR  HYDROPNEUMATIC  TANKS 


The    "Air    Rite" 


system,  a  compact,  self-contained  air  charging  system  for  hydropneumatic  tanks, 
consists  of  an  air  compressor,  liquid  level  switch,  and  pressure  switch  assembled  in  one 
weather-proof  enclosure.  The  unit's  air  volume  control  operates  on  a  branch  circuit 
that  is  independent  of  the  water  pump's  electrical  circuit.  The  firm  says  this  greatly 
simplifies  the  wiring  of  the  pump  station.  The  control  is  also  protected  from  corrosion 
or  mineral  deposits  caused  by  contact  with  the  water.  Suitable  for  tanks  holding  up  to 
15,000  gal  (57,000  liters),  it  sells  for  $500-$700.  Agents,  distributors  are  sought. 
WRITE:  Gerald  F.  Olson,  Sales  Manager,  Whitewater  Mfg.  Co.,  Dept.  CN,  1108  East 
Milwaukee  Street,  Whitewater,  Wisconsin   53190   U.S.A. 

RADAR  SYSTEM  FOR  UNDERGROUND  PROBING,  MAPPING  -Using  an  impulse 
radar  unit  as  an  underground  probe,  the  "SIR  System  8"  produces  a  rapid,  continuous 
"profile"  of  subsurface  conditions.  This  record  is  further  enhanced  by  a  microprocessor 
that  removes  "background  noise."  Portable  and  easy  to  operate,  it  adapts  to  a  wide 
range  of  field  applications:  locating  underground  pipes,  boulders,  or  other  objects; 
mapping  bedrock,  soil  layers,  or  lake  and  river  bottoms;  measuring  the  thickness  of  ice 
and  detecting  cracks  and  crevasses;  etc.  The  unit  sells  for  $32,000.  WRITE:  Joseph  V. 
Rosetta,  Jr.,  Vice  President  for  Marketing,  Geophysical  Survey  Systems,  Inc.,  Dept. 
CN,  15  Flagstone  Drive,  Hudson,  New  Hampshire    02173    U.S.A. 


BUSINESS  AND  OFFICE  EQUIPMENT 


LOW-COST  LETTERING  MACHINE  - 
Electric  and  manual  "Kroy  Lettering 
Machines"  are  used  by  artists, 
engineers,  sales  managers,  and  others 
who  need  fast,  inexpensive  lettering  of 
professional  quality.  Faster,  simpler, 
less  expensive  than  hand  lettering, 
commercial  typesetting,  and  other 
methods,  the  units  print  colored  dry 
ink  on  transparent  or  opaque  tape 
which  is  directly  applied  to  artwork 
(newsletters,  technical  drawings, 
transparencies,  etc.)  for  reproduction 
on  offset  presses,  stencil  duplicators, 
plain  paper  copiers,  or  other  systems. 
Automatic  character  alignment,  18 
type  styles  are  featured.  Agents, 
distributors,  licensees  are  sought. 
WRITE:  Patrick  Dirk,  Director  of 
Operations,  Kroy  Industries,  Inc., 
Graphic  Systems  Division,  Dept.  CN, 
1728  Gervais  Avenue,  St.  Paul, 
Minnesota   55109   U.S.A. 
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SECURING  DEVICE  FOR  DESK-TOP  EQUIPMENT  -  This  firm  has  developed  a 
key-locking  "security  pad"  which  renders  typewriters,  video  tape  recorders, 
microscopes,  and  other  kinds  of  portable  equipment  virtually  unmovable.  The  "Anchor 
Pad,"  which  can  be  installed  without  drilling  holes  or  otherwise  damaging  furniture,  is 
bolted  to  the  protected  equipment,  but  held  in  place  on  desktop  or  table  by  a 
pressure-sensitive  adhesive  backing  with  three  tons  (2.7  t)  of  holding  force.  The  price 
range  is  $25-$100  f.o.b.  Los  Angeles,  California.  Distributors  and  agents  are  desired. 
WRITE:  William  C.  Claypool,  Owner,  Data  Combine,  Dept.  CN,  P.O.  Box  848,  San 
Carlos,  California   94070    U.S.A. 

COMPACT  ORGANIZER  FOR  DESK  SUPPLIES  -  The  "Omni-File  Organizer"  is  a 
vertical  desktop  system  for  organizing  small  supplies.  The  unit  holds  a  stapler,  staple 
remover,  pens,  pencils,  scissors,  tape,  and  various  other  items  neatly  in  one  place 
where  they  are  easy  to  see  and  retrieve.  Its  slanted  shelves  keep  items  from  falling 
out  and  the  rounded  corners  make  it  easy  to  pick  up  even  the  smallest  items.  The 
"Omni-File"  can  also  be  used  for  other  applications  at  home  (sewing,  hobbies, 
handicrafts,  etc.)  and  retails  for  $10-$12.  Agent  and  distributor  inquiries  are 
welcome.  WRITE:  Barrett  Johnson,  President,  Barrett  Technology,  Inc.,  Dept.  CN, 
P.O.  Box  2096,  Sunnyvale,  California   94087    U.S.A. 


16mm  MICROFILM  COPIER  USES  BOND  PAPER  -  The  "Smarte  IV  B"  is  a  16mm 
microfilm  reader/printer  which  makes  very  clear  copies  on  any  bond  paper  at 
approximately  one-tenth  the  cost  of  dry  silver  paper,  according  to  the  manufacturer. 
The  bond  copies  are  permanent  and  will  not  fade,  curl,  or  yeUow.  In  addition,  the 
automatic  data  retrieval  is  faster  and  less  expensive  than  locating  printed  records.  It 
also  eliminates  costly  paper  files  and  storage  cabinets,  saving  valuable  office  space.  A 
complete  unit  costs  $7,290-$8,390.  Agents,  distributors  are  wanted.  WRITE:  Donald 
G.  Rehor,  Contract  Administrator,  Western  Reserve  Electronics,  Inc.,  Dept.  CN,  2150 
Highland  Road,  Twinsburg,  Ohio  44087   U.S.A. 

HEAVY-DUTY  ELECTRIC  ERASER  —  Designed  for  professionals  such  as  architects, 
engineers,  artists,  and  composers,  the  "Sovereign"  electric  eraser  quickly  and  quietly 
erases  ink  and  pencil  marks  in  a  variety  of  heavy  applications.  It  provides  a 
shatter-proof  housing  that  is  16  percent  lighter  than  common  metal  housings  and  will 
not  rust,  fade  or  crack.  The  product  also  includes  a  double  electrical  insulation  and 
will  run  continuously  for  hours  without  over-heating.  The  "Sovereign"  sells  for  $39. 
Agent  inquiries  are  welcome.  WRITE:  C.  Dennis  Lord,  Vice  President,  Rotex 
Company,  Dept.  CN,  P.O.  Box  47426,  Dallas,  Texas   75247   U.S.A. 

CHEMICAL  AND  PETROCHEMICAL  INDUSTRIES 


ELECTRONIC-BASED  INDUSTRIAL  FLOWMETER  -  The  "Electronic  Turbo  Prop 
Meter"  is  a  propeUer-type  flowmeter  that  uses  a  unique  electronic  sensor  to  transmit 
liquid  flow  data  directly  to  the  user's  display  systems  and  other  instruments. 
Manufactured  from  special  corrosion-resistant,  high-temperature  materials,  the  unit 
has  extensive  applications  in  the  petrochemical,  industrial,  and  municipal  markets. 
Since  it  has  only  one  moving  part,  it  provides  measurement  over  wide  flow  ranges,  and 
also  features  very  low  pressure  loss,  and  easy  maintenance.  The  price  is  $400-$l,500 
for  various  sizes.  WRITE:  Gregg  McCaU,  Director  for  International  Marketing, 
McCrometer/Division  of  Ametek,  Inc.,  Dept.  CN,  3255  West  Stetson  Avenue,  Hemet, 
California   92343    U.S.A. 
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CONDITIONING  CHEMICAL  FOR  COTTON,  OTHER  FIBERS  —  "Protect-0-Coat 
X-78"  is  a  unique  fiber  conditioning  formula  used  with  cotton  gins  and  textile  miEs. 
The  manufacturer  says  the  product's  main  functions  are  to  eliminate  static  electricity 
from  the  fibers,  to  reduce  dust  and  lint  fly,  to  neutralize  the  stickiness  of  "honeydew" 
(a  substance  often  secreted  on  plant  leaves  by  some  insects  and  fungi),  and  to  assist  gin 
and  miU  machinery  to  operate  more  smoothly.  It  sells  from  $300/  55  gal  (209  liters). 
An  atomizer  dispensing  device  is  also  offered  for  $495.  Agents  are  sought.  WRITE: 
James  E.  Nayfa,  President,  Stop-Shock,  Inc.,  Dept.  CN,  5015  Sharp  Street,  Dallas, 
Texas   75247   U.S.A.   Telex:  73-2750 


SAMPLING     SYSTEM     FOR     PIPELINE 


USE 


The      "Automatic      Pipeline 


Sampler"  is  engineered  to  take  small 
samples  of  liquids  flowing  through  a 
pipeline.  Since  the  unit's  intake  is 
placed  inside  the  pipeline  where  the 
flowing  liquid  is  well  agitated,  the 
sample  represents  the  actual  quality  of 
the  liquid.  The  firm  also  notes  that 
the  quality  is  not  altered  by  any 
pumping  action  or  contact  with 
compressed  air.  The  unit  is  operated 
by  a  remote  "pneumatic  pulse  relay 
control"  or  by  a  solid-state  timing 
control.  Both  sample  amounts  and 
frequencies  are  fully  adjustable.  A 
typical  configuration  sells  for  $600 
f.o.b.  Portland,  Oregon.  WRITE: 
Waymon  M.  Mueller,  General  Sales 
Manager,  Hinds  International,  Inc., 
Dept.  CN,  P.O.  Box  4327,  Portland, 
Oregon    97208   U.S.A. 


ONE-STEP  VINYL  PAINT  FOR  INDUSTRY  USE  -  "VisCoat,"  a  non-toxic  vinyl 
maintenance  paint,  can  be  applied  in  thicknesses  of  up  to  50  mils  (1/20  inch)  in  a 
one-step  process  by  spray,  roller,  or  brush.  It  offers  an  easy,  labor-saving  alternative 
to  epoxies,  acrylics,  and  other  coatings  that  need  multiple  coats  or  bonded  sheets  to 
obtain  the  desired  thickness.  Formulated  to  protect  steel  and  other  substrates  from 
the  corrosive  action  of  water  and  chemicals,  it  is  used  on  agricultural  and  food 
processing  equipment,  bridges,  swimming  pools,  and  in  other  applications.  It  is  priced 
from  $15.50/  gal  (3.8  liters).  Agents  are  sought.  WRITE:  Charles  A.  Banks,  President. 
The  MarTec  Corp.,  Dept.  CN,  P.O.  Box  968,  Osceola,  Arkansas   72370    U.S.A. 
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METAL  CLEANER  AND  POLISH  —  Offered  as  a  convenient  alternative  to  messy 
liquids  and  pastes,  "Brite  Shine"  metal  cleaner  is  made  from  pure,  high  quality  cotton 
saturated  with  powerful  solvents  and  polishes.  Powerful  and  fast  enough  for  use  on 
automotive  bumpers,  chrome  trim,  and  other  parts,  "Brite  Shine"  is  also  gentle  enough 
for  soft  metals  such  as  brass,  copper,  silver,  gold,  and  pewter.  The  firm  recommends 
the  cleaner  for  distributors  of  automotive  accessories,  housewares,  and  hardware,  and 
also  for  fire  departments,  antique  dealers,  etc.  It  is  available  in  5  oz  (140  gm)  cans. 
Distributors,  agents  are  wanted.  WRITE:  David  Kaplan,  Secretary,  W-D  Industries, 
Inc.,  Dept.  CN,  100  Church  Street,  Suite  1857,  New  York,  New  York   10007   U.S.A. 


NEW  ADHESIVE  FOR  WALLCOVERINGS  -  A  unique,  strippable  adhesive,  "DuraGrip" 
is  said  to  be  the  only  single  bond  product  that  adheres  to  any  wallcovering,  including 
backings,  foils,  vinyls,  burlap,  and  grass  cloth.  Because  it  is  a  cooked  gum  vinyl  rather 
than  cold-mixed  starch,  "DuraGrip"  performs  better  than  many  other  adhesives, 
allowing  up  to  10  minutes  "wet  tack"  during  which  wallcovering  can  be  moved.  Used 
by  both  professional  contractors  and  home  owners,  the  product  retails  for  $6.  (Up  to 
50  percent  discounts  are  available  on  quantity  purchases.)  Stocking  distributors  are 
desired.  WRITE:  Henry  Harad,  President,  Chemical  Compounds,  Ltd.,  Dept.  CN,  5525 
Grays  Avenue,  Philadelphia,  Pennsylvania   19143   U.S.A. 


WEIGHT  SENSING  TANK  GAUGE  - 
This  new  gauging  system  uses 
semiconductor  transducers  and  a 
microcomputer  to  calculate  liquid 
levels  in  tanks  from  the  given  weight 
of  the  liquid  contents.  Applicable  to 
chemical  and  petrochemical  industries, 
and  to  food  processing  and  water 
management  systems,  it  provides  a 
digital  readout  of  liquid  levels  in 
either  inches  (centimeters)  or  gallons 
(liters).  It  also  activates  an  automatic 
alarm  when  water  accumulates  at  the 
bottom  of  the  tank  to  a  depth  of  three 
inches  (7.6  cm).  The  factory  price  for 
a  three-tank  system  is  $1,400.  The 
firm  is  seeking  distributors.  Bank 
Reference:  Citizens  National  Bank, 
Baytown,Texas  WRITE:  Reese  Owens, 
Owner,  Petronics,  Dept.  CN,  2441 
McAllister,  Suite  D,  Houston,  Texas 
77092   U.S.A. 
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INDIUM  COMPOUNDS  RESEARCH  KIT  —  This  firm  introduces  its  newest  research  kit 
for  experimenting  with  the  applications  of  various  indium  compounds.  Each  kit 
contains  nine  compounds  (powders)  of  indium  plus  pure  indium  powder.  An 
accompanying  booklet  suggests  different  uses  for  the  compounds  and  provides  an 
anotated  chart  of  the  characteristics  and  properties  of  each  of  the  ten  powders. 
End-users  are  chemists  in  applied  engineering,  applied  "inorganic"  research  and 
development,  and  glass-related  industries.  The  kit  is  priced  at  $149.50.  WRITE: 
David  W.  Bobrek,  Director  of  Marketing,  The  Indium  Corporation  of  America,  Dept. 
CN,  1676  Lincoln  Avenue,  Utica,  New  York   13502    U.S.A.   Telex:  937363 


ABSORBENT  CLEANING  COMPOUND  —  The  new  absorbent  compound  caUed  "23 
Skiddoo"  is  formulated  to  remove  fresh  or  hardened  oil  spills  from  garage  floors, 
driveways,  patios,  brick  walkways,  or  any  hard  surface.  An  industrial-strength 
chemical  now  available  in  small  quantities  (300  cu  in/4,916  cu  cm)  for  consumers,  it 
quickly  absorbs  up  to  4.2  times  its  own  weight  in  liquids  (oil,  fuel,  paint,  blood,  etc.) 
regardless  of  their  viscosity.  Priced  at  $3  per  bag,  the  product  is  non-toxic, 
non-flammable,  and  has  a  very  low  abrasive  quality.  Agents,  distributors  are  wanted. 
WRITE:  Ruth  ConneU,  Vice  President,  RuDel  Concepts,  Inc.,  Dept.  CN,  22915 
Dolorosa  Street,  Woodland  Hills,  California  91367   U.S.A. 


MUD  VOLUME  MONITOR  FOR  PITS,  TANKS  —  Oil  and  gas  companies,  drilling  firms, 
and  geologists  are  principal  end-users  of  the  "Pit  Volume  Totalizer,"  a 
microprocessor-driven  system  for  monitoring  mud  volumes  and  comparing  them  to 
alarm  set-points.  The  panel  displays  for  system  volume,  deviations,  and  set-points  may 
be  calibrated  in  barrels  or  in  cubic  meters.  While  various  operating  modes  are 
possible,  the  basic  configuration  measures  fluid  levels  in  up  to  eight  compartments 
through  the  use  of  vertical  floats.  The  product  requires  little  maintenance  and  sells 
for  $12,600.  WRITE:  A.R.  Anderson,  Marketing  Director,  Tooke  Engineering  Co.,  Inc., 
Dept.  CN,  P.O.  Box  3200,  Casper,  Wyoming  82602   U.S.A. 


CORROSION-RESISTANT  TANK  LINING  -  "Mar-Flex  CPE-60"  is  said  to  be  the  first 
practical  method  for  applying  chlorinated  polyethylene  (CPE)  sheet  stock  as  an 
anti-corrosive  lining  in  tanks,  pipes,  process  lines,  and  the  like.  Though  CPE's  unique 
qualities  have  long  been  recognized,  the  firm  explains,  it  will  not  ordinarily  adhere  to 
tank  waUs.  However,  by  a  unique  process  bonding  CPE  to  a  natural  rubber  tie  gum, 
"Mar-Flex  CPE-60"  is  formed  with  excellent  adhesion  to  steel  and  other  metals,  glass, 
fiberglass,  and  ceramics.  It  is  especially  resistant  to  diffusion,  heat  and  oxidizing 
acids.  WRITE:  T.O.  Martin,  Jr.  President,  Martin  Rubber  Co.  of  Ohio,  Dept.  CN,  9976 
Rittman  Road,  Wadsworth,  Ohio  44281   U.S.A. 
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COMMUNICATION  SYSTEMS  AND  EQUIPMENT 

EQUIPMENT  MONITOR/CONTROL  SYSTEM  -  The  "LeeMAH  Remote  Status  Monitor 
and  Control  System"  is  described  by  this  firm  as  a  reliable,  economical  device  for 
monitoring  and  controlling  selected  functions  of  various  equipment  at  remote 
locations.  Able  to  simultaneously  monitor  as  many  as  16  points  and/or  control  up  to  7 
functions  at  several  remote  locations,  it  can  be  used  with  satellite  or  terrestrial  radio 
systems,  unattended  telephone  central  offices,  security  alarm  services,  and  in  many 
other  applications.  Listed  features  include  the  unit's  smaU  size  and  low  power 
consumption.  End-users  are  utility  companies,  TV  stations,  oil  companies,  and  others. 
It  is  priced  from  $814.  Agents  and  distributors  are  needed.  WRITE:  Norman  Cellers, 
Director  of  Marketing,  LeeMAH  Telecommunications,  Inc.,  Dept.  CN,  1171  Mission 
Street,  San  Francisco,  California   94103   U.S.A. 


MONITOR  DEVICE  FOR  TELEPHONE 
CABLE  PLOW  —  The  tractor-mounted 
"Model  339  Cable  Spy"  is  a  solid-state 
monitoring  system  that  detects  sheath 
damage  to  telephone  cables  as  they 
are  placed  underground  by  a  cable 
plow.  Audible  and  visual  signals  alert 
the  operator  instantly  when  any 
damage  occurs.  Protected  by  rugged, 
water-proof  housings,  both  the  small 
Detector /Transmitter  (mounted  on  the 
cable  reel  itself)  and  the  larger 
Receiver /Alarm  (placed  in  the  tractor 
cab)  are  powered  by  12  or  24-volt 
tractor  equipment.  The  system  sells 
for  $1,200.  WRITE:  Mr.  Ed  Kasper, 
Vice  President  of  Sales,  Malor 
Manufacturing,  Inc.,  Dept.  CN,  3245 
St.  Louis  Avenue,  Fort  Worth,  Texas 
76110   U.S.A. 


NEW  COMPUTERIZED  TELEPHONE  SWITCHBOARD  —  This  unit  is  a  computerized 
telephone  switchboard  and  intercom  system  for  police,  hospitals,  government  agencies, 
and  other  users  who  require  virtually  uninterrupted  telephone  service.  Designed  by  the 
company  for  maximum  reliability,  the  "D1204  Redundant  Private  Branch  Exchange 
(PBX)"  features  dual  microcomputer  controls  which  provide  mutual  "back-up"  in  the 
event  that  either  fails.  A  "fault-limiting"  feature  also  assures  uninterrupted  power  to 
large  portions  of  the  system  should  a  single  component  fail.  The  price  ranges  from 
$100,000  to  $350,000.  Distributors,  agents,  and  licensees  are  sought.  WRITE:  Neil 
Weber,  Marketing  Services  Manager,  Digital  Telephone  Systems,  Inc.,  Dept.  CN,  One 
Commerce  Boulevard,  Nova  to,  California   94947   U.S.A. 
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VIDEO  RECEIVERS  FOR  SATELLITE  TRANSMISSIONS  -  SpecificaUy  designed  for  use 
by  cable  television  stations,  these  video  receiver  units  are  said  to  be  very  cost 
effective  for  the  reception  of  both  sound  and  picture  television  transmissions  from 
satellites.  Two  models  are  available:  the  "SR-4000"  is  a  fully  agile  unit  offering 
synthesized  24-channel  selection,  while  the  "SR-5000"  is  a  fixed-channel  version.  The 
compact  design  of  these  units  allows  two  receivers  to  be  mounted  in  a  standard  19-inGh 
(48  cm)  rack  only  3  1/2  (9  cm)  high.  WRITE:  Mr  Tom  Humphries,  Marketing  Manager, 
Scientific  Communications,  Inc.,  Dept.  CN,  3425  Kingsley  Road,  Garland,  Texas 
75041    U.S.A. 


COMPUTERS  AND  PERIPHERALS 


FIRE  EXTINGUISHERS  FOR  ELECTRONIC  EQUIPMENT  -  Designed  specificaUy  for 
applications  near  computers  and  other  sensitive  electronic  equipment,  the  "AD-X 
Automatic  Fire  Extinguisher"  uses  a  special  extinguishing  chemical  that  leaves  no 
residue  and  will  not  damage  equipment.  Heat  from  any  uncontrolled  fire  automatically 
releases  the  extinguishing  chemical,  described  as  a  non-conductor  with  a  long  shelf 
life.  The  "AD-X"  is  a  portable,  rechargeable  product  which  is  simple  to  install.  It  is 
priced  at  $100-$300.  The  firm  seeks  agents  and  distributors.  WRITE:  Greg  G. 
Romero,  Vice  President,  Red  Comet  International,  Inc.,  Dept.  CN,  P.O.  Box  272, 
Littleton,  Colorado   80160   U.S.A. 


COMPUTERIZED  LANGUAGE  AID 
FOR  TRANSLATORS  —  Agents  are 
sought  for  the  "Weidner  100,"  a  new 
minicomputer-based  multi-lingual  word 
processor  designed  to  increase  the 
productivity  of  translators  by  as  much 
as  400  percent.  The  company  explains 
that  the  system  will  automatically 
translate  texts  in  English,  Spanish,  or 
French  into  either  of  the  other 
languages  with  greater  than  85  percent 
accuracy.  Translators  can  then  use 
their  skills  and  the  word-processing 
capacity  of  the  "Weidner  100"  to  edit 
the  translated  texts,  correcting 
idiomatic  phrases,  homographs.  and 
similar  language  problems.  The  price 
range  is  $125,000-$155,000.  WRITE: 
Rick  C.  Farr,  Vice  President  for 
Marketing,  Weidner  Communications, 
Dept.  CN,  1673  West  820  North.  Provo, 
Utah    84601    U.S.A. 
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"OCR"      SYSTEM      FOR      STANDARD 


TYPEFACES 


Able     to     recognize 


standard  typewriter  characters,  the 
"OCR/Word"  is  an  Optical  Character 
Recognition  page  reader  which 
transmits  typed  pages  directly  into 
word  or  data  processing  systems. 
Because  the  unit  can  accept  many 
common  typefaces,  it  offers  important 
advantages.  Most  typewriters  can  be 
used  without  modification,  for 
instance,  and  existing  documents  can 
be  entered  without  retyping.  Input 
functions  are  also  decentralized, 
making  any  typewriter  an  "input 
station."  Programmable  for  up  to  four 
distinct  typefaces,  the  "OCR/Word" 
seUs  from  $24,000  to  $60,000. 
Distributors  are  sought.  WRITE:  Ms. 
Elaine  A.  Bannigan,  Marketing 
Manager,  Dest  Data  Corp.,  Dept.  CN, 
1285  Forgewood  Avenue,  Sunnyvale, 
California   94086   U.S.A. 


BUS  ADAPTER  BOARDS  -  The  "BTC-201"  aUows  Perkin-Elmer  (Interdata) 
minicomputers  to  communicate  with  instruments  having  an  IEEE-488  bus  interface  and 
also  provides  implementation  of  all  ten  IEEE-488  bus  functions.  Its  applications 
include  use  in  automated  test  systems,  in  processor-to-processor  communications,  and 
as  a  peripheral  controller.  The  company  says  full  software  support  is  provided.  The 
board  costs  $1,200.  Agents  are  sought.  WRITE:  Steve  Griffis,  Vice  President  for 
Marketing,  BGL  Technology  Corp.,  Dept.  CN,  Warner  Victory  Centre,  Suite  307, 
Topanga  Canyon  Boulevard,  Woodland  Hills,  California   91367    U.S.A. 


DATABASE  MANAGEMENT  SYSTEM  —  EssentiaUy  a  tool  for  writing  computer 
programs  and  larger  software  systems  for  special  business  applications,  "KEY/500" 
simplifies  programming  of  Ohio  Scientific's  smaU  business  computers.  Efficient 
standard  routines  are  used  to  provide  data  entry,  storage,  sorting,  and  report  writing 
for  a  variety  of  tasks.  Systems  can  then  be  rapidly  constructed  using  primarily 
standardized  routines.  Computer  analyists  can  understand  each  other's  work  more 
readily,  and  there  are  fewer  new  problems  with  new  programs.  The  price  is  $2,400  to 
$4,500.  Agents,  distributors  are  desired.  WRITE:  Roger  W.  Gruen,  Vice  President, 
Sauer  Computer  Systems,  Inc.,  Dept.  CN,  1750  South  Brentwood  Boulevard,  Suite  601, 
St.  Louis,  Missouri    63144   U.S.A. 
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COMPUTER  WITH  11-MEGABYTE  HARD  DISK  SYSTEM  —  The  "Z-2H  Computer"  is 
described  by  its  manufacturer  as  the  first  system  in  this  price  range  to  offer  an 
integral  hard  disk  with  an  11-megabyte  capacity,  as  weU  as  other  important  features. 
These  include:  a  4  megahertz  processor,  two  floppy  disk  drives,  64K  of  random  access 
memory,  and  an  "RS-232"  serial  interface.  The  hard  disk  provides  10  megabytes  of 
formatted  data  or  11  megabytes  of  unformatted  data,  and  permits  file  transfers  at 
speeds  up  to  10  times  greater  than  those  possible  with  many  floppy  disk  systems.  The 
cost  is  $10,000-$17,000.  WRITE:  Brian  Job,  Sales  Manager,  Cromemco,  Inc.,  Dept. 
CN,  280  Bernardo  Avenue,  Mountain  View,  California   94043    U.S.A. 


MICROCOMPUTER       USES      ARABIC/ 


ENGLISH 


LANGUAGES        - 


This 

manufacturer  states  that  its  "Arabic 
Apple  II"  is  the  first  microcomputer 
that  operates  entirely  in  the  Arabic 
language.  Ideal  for  business  planning, 
financial  analysis,  scientific 

calculations,  and  even  children's 
education,  the  system  can  control 
equipment,  maintain  records,  and  store 
all  kinds  of  information  for  later 
updating  or  use.  The  operator  can  also 
convert  the  unit  for  English-language 
operation  by  simply  flipping  a  single 
switch.  The  "Arabic  Apple  II"  adapts 
for  use  with  various  peripherals 
(printers,  acoustic  couplers,  etc.)  and 
seUs  from  2,500  to  $4,500.  WRITE: 
Ursula  G.  Burger,  Director  of 
Marketing  ,  Multi-Media  Video,  Inc., 
Dept  CN,  3350  Scott  Boulevard, 
Building  21,  Santa  Clara,  California 
95051   U.S.A. 


PERSONAL   COMPUTER   NETWORK 


The   "Cluster/One"  is   described    as   the   first 
system      based      on      independent      personal 


inexpensive  distributed  computing 
microcomputers.  It  provides  many  of  the  facilities  of  large  time-sharing  systems,  but 
each  "terminal"  is  a  small  computer  with  its  own  central  processing  unit  (CPU)  and 
memory.  The  "Cluster/One"  can  connect  up  to  30  stations  to  a  central  disk  and 
printer,  and  it  accepts  a  mixture  of  microcomputers  (currently  the  "Apple  II," 
"Commodore  PET,"  and/or  "Radio  Shack  TRS-80").  Suggested  for  secondary  schools. 
scientific  labs,  industrial  classes,  etc.,  it  sells  for  $5,000-$7,500.  Agents,  licensees  are 
wanted.  WRITE:  Dr.  Harry  J.  Saal,  President,  Nestar  Systems,  Inc.,  Dept.  CN,  430 
Sherman  Avenue,  Palo  Alto,  California   94306   U.S.A. 


49 


CONSUMER  GOODS 


PERMANENT  COFFEE  FILTER  —  This  firm  introduces  the  "Popel  Permanent  Coffee 
Filter,"  a  new  product  engineered  to  brew  fine  coffee  with  substantial  savings  on 
disposable  paper  filters  and  on  the  coffee  itself.  The  filters  incorporate  safe,  strong 
plastic  polypropylene  fibers  which  should  last  at  least  two  years  with  ordinary  care. 
Efficiently  designed  to  provide  a  high  yield  from  each  pound  of  coffee,  the  filters 
remove  sediment  and  trap  bitter  oils  to  produce  a  rich,  fine-tasting  brew.  Priced 
under  $4,  the  product  simply  rinses  out  for  reuse.  WRITE:  Gene  T.  Popel,  Inventor, 
Euro  Trade,  Inc.,  Dept.  CN,  140  West  Kalmia  Street,  San  Diego,  California  92101 
U.S.A. 


"BENT   NAIL"   NOVELTY   BOTTLE 


OPENER 


Perhaps    the    world's    most 


unusual  bottle  opener,  the  "Beer  Nail" 
appears  to  be  a  large,  smoothly  bent 
spike  yet  it  is  actually  a  high-quality 
product  made  from  solid  steel  and 
plated  with  a  tough,  lustrous  finish. 
The  "Wine  Nail,"  a  matching  cork  screw 
made  from  the  same  quarter  pound  (.11 
kg)  spike,  is  also  available.  These 
eye-catching  items  function  very  well, 
the  firm  notes,  and  are  recommeded  for 
gift  shops,  bar  supply  companies, 
advertising  groups,  etc.  The  price 
range  is  $3-$5.  Agent  inquiries  are 
invited.  WRITE:  William  D.  Wilson, 
Vice  President,  The  Nailery,  Inc.,  Dept. 
CN,  2029  Research  Drive,  Livermore, 
California   94550   U.S.A. 


IODINE-BASED  WATER  PURIFIER  UNIT  -  The  "Aquanator  Water  Filter  and  Purifier" 
is  a  modern  filtration  device  that  uses  iodine  as  a  disinfectant  to  eliminate  bacteria 
and  odors.  According  to  the  company,  this  economical  unit  can  filter  up  to  7,570  liters 
(2,000  gal)  of  water  before  it  needs  replacement.  A  compact,  portable  device,  the 
"Aquanator"  provides  clean,  fresh  water  for  emergency  or  every  day  use,  whether  at 
home,  in  the  office,  or  in  the  field.  It  sells  for  $80.  Agents  and  stocking  distributors 
are  sought  worldwide.  WRITE:  Curren  Price,  Sales  Development,  L  &  W  Equipment 
Corp.,  Dept.  CN,  1537  Pontius  Avenue,  Los  Angeles,  California  90025  U.S.A.  Telex: 
677-668    Cable:  LAWQUIP 
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LIQUID  FERTILIZER  FOR  GARDENERS,  FARMERS  —  This  firm  has  developed  a  new 
liquid  fertilizer  from  emulsified  fish  wastes.  Equally  useful  for  farm  crops  and  home 
gardens,  it  is  sold  in  various  sizes  (400  lb/180  kg  barrels  to  8  oz/  240  ml  bottles)  and 
provides  an  analysis  of  5-4-4  (representing  total  nitrogen  content,  available  phosphoric 
acid,  and  soluble  pot  ash  respectively).  The  firm  says  the  product  helps  to  produce 
healthier  plants  and  faster  growth.  A  special  fragrance  has  been  added  to  make  the 
formula  pleasant  for  indoor  use.  Distributors  are  wanted.  WRITE:  Richard  Bodin, 
Secretary/Treasurer,  Bodin's,  Inc.,  Dept.  CN,  208  Wilson  Avenue,  Bayfield,  Wisconsin 
54814    U.S.A. 


CIRCULAR  PLASTIC  CLOTHES  PIN 
—  Based  on  a  striking  new  design,  the 
"Pinwheel"  is  a  round  clothes  pin  that 
can  grip  both  clothes  and  clothes  lines 
from  any  point  on  its  circumference. 
Molded  in  a  one-piece  design  for 
maximum  strength  and  durability,  the 
pins  will  not  snag  and  rip  garments  or 
become  tangled  with  each  other.  The 
company  points  out  that  these  plastic 
products  do  not  split,  splinter,  rust,  or 
mildew,  and  their  wide  grip  prevents 
wrinkling  of  clothes  fabrics.  They  are 
especially  recommended  for  those  with 
arthritis,  poor  vision,  or  other 
problems.  "Pinwheels"  seU  for  $1 
each.  Agents,  distributors  are  sought. 
WRITE:  J.  E.  John  Hegel,  President, 
Solardisc  Corp.,  Dept.  CN,  9995 
Monroe  Drive,  Suite  115,  Dallas, 
Texas   75220    U.S.A. 


RATCHET-BASED  HAND  WRENCH  DESIGN  -  An  easier  way  to  handle  all  kinds  of 
vehicle  and  home  maintenance  repairs,  the  innovative  "Squeeze  Wrench"  uses  a  ratchet 
action  to  tighten  nuts  and  bolts/screws  in  areas  which  are  too  restricted  for  the  use  of 
conventional  wrenches.  The  operator  simply  places  the  "Squeeze  Wrench"  over  the 
nut,  then  squeezes  the  handle  while  holding  the  wrench  in  a  stationary  position.  The 
22-piece  tool  kit  adapts  to  fittings  of  various  sizes  (both  English  and  metric)  and  comes 
with  its  own  plastic  carrying  case.  WRITE:  Michael  B.  Erwin,  Vice  President.  Mimax 
Enterprises,  Dept.  CN,  20646  Pacific  Coast  Highway,  Malibu,  California    90265    U.S.A. 


NEW  PRODUCT  MENDS  AND  LENGTHENS  FINGERNAILS  -  The  "Classic  Nails" 
beauty  aid  permits  the  user  to  mend  or  lengthen  fingernails  at  home,  creating  long. 
attractive  nails  in  only  minutes.  The  special  formula  brushes  on,  then  hardens  quickly 
for  filing.  Simple  instructions  (including  photographs)  are  now  available  in  English, 
French,  and  Spanish.  The  firm  says  the  colorful  package  and  fine  quality  of  the 
product  make  it  an  ideal  item  for  retail  stores.  The  retail  price  is  $6.  Distributors  are 
sought.  WRITE:  William  E.  Davidson,  Davidson  International  Co.,  Dept.  CN,  '2055 
Princeton  Avenue,  Westfield,  New  Jersey   07090   U.S.A. 
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COMPACT  CLEANING  DEVICE  FOR 
INK-STAINED  FABRICS  -  "Ink  Lift,"  a 
cleaning  product  packaged  in  a  small 
applicator  similar  to  a  lipstick  tube,  is 
formulated  to  remove  ink  stains  from 
all  kinds  of  fabrics  without  damage  to 
clothing.  Especially  designed  for  office 
workers,  students,  and  many  others  who 
use  ball-point  pens  or  markers,  "Ink 
Lift"  can  be  easily  applied  with  a  little 
water,  quickly  removing  these  difficult 
stains.  One  container,  sold  for  $3,  is 
sufficient  for  hundreds  of  applications. 
Distributor  inquiries  are  invited. 
WRITE:  Mr.  Morris  Typlin, 

Secretary/Treasurer,  S  &  S  Chemical 
Corp.,  Dept.  CN,  1522  West  Morse 
Avenue,  Chicago,  Illinois    60626   U.S.A. 


MULTIPURPOSE  SANITARY  CONTAINER  —  Distributors  and  direct  sales  are  sought 
for  the  "Paksak"  container,  a  multipurpose  product  designed  for  the  sanitary  storage  of 
food,  ice,  waste  materials,  and  other  perishables.  Molded  from  high-density  expanded 
polystyrene,  the  "Paksak"  provides  a  clean,  white,  attractive  appearance.  Its  special 
cover  prevents  flies  and  other  insects  from  invading  the  contents  and  locks  in  odors  to 
avoid  attracting  larger  animals.  Though  only  3  lb  (1.4  kg)  in  weight,  it  holds  up  to  27 
gal  (105  liters).  It  seUs  from  $12.  WRITE:  H.  Ray  Mockler,  President,  Mockler 
Enterprises  Ltd.,  Dept.  CN,  Commerce  Park  No.  303,  2100  North  Wilmot  Road, 
Tucson,  Arizona   85712    U.S.A. 

CONSUMER  SERVICE  INDUSTRIES 
(Specialized  Machinery  and  Equipnnent) 


NEW  MICROPHONE  SYSTEM  FOR 
MUSICAL  DRUMS  -  This  firm 
introduces  the  "Elek-Trek  Drum 
Miking  System"  for  use  during  live 
concert  performances  or  recording 
sessions.  The  specially  designed 
microphones  attach  directly  to  drums, 
cymbals,  etc.,  thus  eliminating  the 
need  for  expensive  microphone  boom 
stands  and  "voice"  microphones.  The 
system  is  said  to  produce  a  dynamic, 
full-bodied  sound  regardless  of  room 
acoustics  or  the  volume  of  the 
performance.  Since  they  are  placed  so 
close  to  the  drums,  the  microphones 
also  work  at  lower  volume  settings 
which  reduces  "feed-back"  problems. 
The  system  retails  from  $695  to 
$1,795.  Agents  are  desired.  WRITE: 
Dan  P.  Hunt,  Manager,  Elek-Trek  USA, 
Dept.  CN,  2454  East  Fender  Unit  G, 
FuUerton,  California   92631    U.S.A. 
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FOLDING  TABLE  AND  BENCH  SET  —  This  firm  offers  a  folding  table/bench 
combination  which  opens  or  closes  in  seconds  through  the  action  of  concealed  torsion 
springs.  An  auditorium,  gymnasium,  or  any  large  room  can  be  converted  for  cafeteria 
use  quickly  and  easily,  thus  making  it  possible  to  use  one  area  for  many  purposes. 
Folded  sets  can  be  stored  on  a  floor  area  as  small  as  5  X  5  ft  (1.5  X  1.5  m).  Priced 
from  $236  to  $1,018,  these  units  feature  strong  steel  undercarriages  and  tableA>ench 
tops  of  sturdy  particle  board  finished  with  a  thick  plastic  laminate.  Agents, 
distributors  are  wanted.  WRITE:  Jay  Lasater,  President,  Blue  Jay  World  Wide  Sales, 
Dept.  CN,  7865  Hanna  Avenue,  Canoga  Park,  California   91304   U.S.A. 


ENERGY:  Solar 


SOLAR  WATER  HEATER  -  The 
"Model  LS-2"  domestic  solar  water 
heater  comprises  three  trough-shaped 
solar  collectors,  made  from  highly 
reflective  aluminum,  and  an  electronic 
tracking  device.  The  tracker  monitors 
the  position  of  the  sun,  keeping  the 
collectors  in  focus  at  aU  times.  Solar 
energy  is  thus  concentrated  on  the 
absorber  pipes  through  which  water  is 
steadily  pumped  for  heating.  The 
roof-mounted  unit  measures  80  sq  ft 
(7.43  sq  m)  and  retails  from  $3,000.  It 
is  recommended  for  homes,  small 
businesses  and  factories.  Agents  are 
sought.  WRITE:  Patricia  Matlock, 
Director,  Sunpower  Systems  Corp., 
Dept.  CN,  510  South  52nd  Street, 
Tempe,  Arizona   85281    U.S.A. 


ENERGY:  Electric  and  Other 

(Machinery  and  Equipment  for  Production  and  Distribution) 


ENERGY-SAVING  FLUORESCENT  LAMP  FIXTURE  -  The  innovative  "No-Watt 
Fluorescent  Lamp  Susbstitute"  is  designed  to  reduce  the  energy  consumption  of 
fluorescent  fixtures  by  as  much  as  70  percent,  according  to  this  firm.  Applicable  to 
any  two-bulb  ballast  fixture,  the  product  is  used  in  place  of  one  of  the  standard  bulbs. 
It  produces  no  light  of  its  own  (thus  saving  energy),  but  the  remaining  bulb  will  usually 
produce  enough  light  for  most  purposes.  Longer  lamp  life  and  extended  ballast  life  can 
also  be  achieved  through  this  item.  As  easy  to  install  as  a  conventional  fluorescent 
tube,  it  sells  from  $6  to  $12.  WRITE:  David  E.  Burgess,  President,  REMTEC  Systems 
Company,  Dept.  CN,  1341  West  130th  Street,  Gardena,  California    90247    U.S.A. 
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PROCESSOR  CORRECTS  STEREO  RECORDINGS  -  Said  to  be  the  first  system  of  its 
kind  designed  for  stereo  processing,  the  "Pro  20  Dynamic  Processor"  is  an  efficient 
"dynamic  expander"  (a  device  used  to  restore  the  natural  decibel  (dB)  levels  and 
dynamics  to  "compressed"  sound  recordings).  The  unit  provides  variable  expansion 
from  4  dB  to  20  dB  and  effectively  reduces  all  low-level  background  noises  (hums, 
hisses,  etc.)  Its  independent  left  channel/right  channel  processing  also  provides  an 
accurate  stereo  effect  with  very  low  distortion.  Used  by  stereo  owners,  discotheques, 
and  commercial  sound  system  installers,  it  sells  for  $395.  Agents  are  wanted. 
WRITE:  Robert  Grodinsky,  President,  RG  Dynamics  Inc.,  Dept.  CN,  4448  West  Howard 
Street,  Skokie,  Illinois    60076   U.S.A. 


ENERGY-SAVING  LIGHT  FIXTURES 
—  This  manufacturer  offers  its 
energy-efficient  track  lighting  fixtures 
equipped  with  special  reflectors 
scientifically  designed  to  intensify 
their  light.  Using  a  75-watt  "A-19" 
lamp,  the  fixtures  produce  as  much 
light  as  150-watt  reflector  lamps  such 
as  those  typically  used  in  track 
lighting  fixtures.  The  "A-19"  lamp  will 
usually  cost  about  one-sixth  the  price 
of  the  reflector  lamp,  the  company 
states,  and  the  user  will  use  half  as 
much  electricity  for  lighting.  Air 
conditioning  expenses  can  also  be 
lower.  The  price  range  is  $14-$40. 
End-users  include  homes,  factories, 
showrooms,  etc.  WRITE:  Donald  R. 
Blechman,  President,  Trim  Trac 
Lighting  Corp.,  Dept,  CN,  1001 
Northwest  159th  Drive,  Miami, 
Florida   33169   U.S.A. 


LOW-COST  CENTRAL  HEATING  SYSTEMS  -  These  advanced  heating  units  burn  any 
kind  or  size  wood  (including  industrial  wood  scrap)  as  fuel.  The  manufacturer  says 
their  high  efficiency  and  low  pollution  rate  (based  on  the  most  efficient  wood-burning 
techniques)  make  them  equally  suited  to  commercial,  industrial,  and  agricultural 
applications.  Available  models  range  in  size  from  70,000  BTU  (British  Thermal  Unit) 
to  500,000  BTU  capacity,  and  they  include  forced  air  and  hydronic  units.  Prices  range 
from  $1,000  to  $3,350.  Agents  and  manufacturing  licensees  are  sought.  WRITE: 
Randy  Daniel,  President,  Lynndale  Manufacturing  Co.,  Inc.,  Dept.  CN,  1100  North 
University  -  Suite  139,  Little  Rock,  Arkansas   72207   U.S.A. 

ENERGY-MONITORING  DEVICE  —  The  "Dupont  Energy  Monitor"  is  a  new 
computerized  instrument  that  monitors  consumption  of  electricity  in  kilowatt  hours 
and/or  cost.  Able  to  measure  energy  use  per  hour,  day,  month,  or  an  indefinite  time, 
the  system  can  be  used  by  commercial  or  industrial  users  to  monitor  individual 
machines,  production  lines,  or  entire  industrial  plants.  Other  end-users  include  utility 
companies,  insulation  suppliers,  and  home  owners.  It  sells  for  $200-$275.  Agents  and 
importers  are  sought.  WRITE:  Ramon  Parra,  President,  Twinn-K  International,  Inc., 
Dept.  CN,  P.O.  Box  31228,  Indianapolis,  Indiana  46231  U.S.A.  Telex:  27-2333;  Cable: 
TWINN-K  IND 
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ELECTRONIC  COMPONENTS 


HIGH-PERFORMANCE  FET  SWITCH  DRIVERS  —  This  firm  introduces  hybrid  FET 
(field-effect  transistor)  switch  drivers  in  16-pin  dual  in-line  packages.  Originally 
designed  for  switching  audio  signals  of  large  dynamic  range,  these  components  are  also 
suggested  for  high-performance  applications  in  "MIL"  electronics,  instrumentation 
systems,  and  high-speed  data  acquisition  and  multiplex  systems.  Since  the  switching 
FET  is  external  to  the  package,  the  designer  can  choose  any  FET  which  is  best  for  a 
particular  application.  The  cost  is  $50.  WRITE:  Andrew  Berliner,  President,  Crystal 
Industries,  Inc.,  Dept.  CN,  1014  North  Vine  Street,  Hollywood,  California    90038    U.S.A. 


IMPROVED  BACKSHELL  FOR  CONNECTORS  -  The  "Series  800  Connector  Backshell" 
is  a  protective  plastic  covering  designed  to  fit  over  "D  Subminiature  rectangular 
connectors"  used  in  computers,  telecommunications  equipment,  and  other  digital 
electronic  equipment.  It  features  an  integral  male-screw  lock  assembly  which  locks 
the  unit  tightly  in  place  on  the  panel  mounted  receptacle.  A  special  strain  relief 
feature  firmly  clamps  straight  entry  cables  in  a  wide  range  of  diameters,  providing 
protection  from  accidental  pulling  or  other  strain.  Distributors  are  sought  abroad. 
WRITE:  Robert  L.  Rosenthal,  Vice  President  of  Marketing,  Calmark  Corporation, 
Dept.  CN,  4915  Walnut  Grove  Avenue,  San  Gabriel,  California   91776  U.S.A. 


PROCESSOR      SYSTEM      FOR     VIDEO 


IMAGES 


Able  to  enhance  television 


images  with  poor  quality  due  to  noise 
or  low  contrast,  the  "Digital  Image 
Processor"  is  an  ideal  tool  for  x-ray 
researchers,  physicists,  and  other 
researchers  in  industrial,  medical, 
scientific,  or  military  fields.  The  unit 
improves  contrast  by  summing  TV 
frames  and  reduces  noise  by  averaging 
frames.  In  addition,  it  can  "freeze" 
transient  images  for  later  analysis,  and 
show  changes  or  make  comparisons  by 
displaying  differences  between  two 
frames.  Compatible  with  U.S.  or 
European  video  formats,  the  unit 
performs  digital  processing  in  a 
fraction  of  a  second.  The  price  is 
$11,000  to  $50,000.  WRITE:  Mr.  Joe 
Clifford,  Sales  Manager,  Quantex 
Corporation,  Dept.  CN,  252  North 
Wolfe  Road,  Sunnyvale,  California 
94086   U.S.A. 
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ELECTRONIC  INDUSTRY  PRODUCTION  AND  TEST  EQUIPMENT 


FAST  HIGH-PRESSURE  OXIDATION 
METHOD  —  Used  primarily  in  the 
oxidation  processes  involved  in 
manufacturing  integrated  circuits,  the 
"HiPOx"  is  a  high-pressure  system 
which  is  said  to  increase  production 
rates  even  at  lower  processing 
temperatures.  Since  oxidation  rates  at 
a  given  temperature  are  directly 
proportional  to  atmospheric  pressure, 
production  rates  are  25  times  greater 
under  25  "atmospheres"  of  pressure  than 
under  normal  pressure.  The  company 
says  silicon  defects,  vertical  and  lateral 
diffusion,  and  tube  devitrification  are 
also  nearly  eliminated  by  the  unit.  The 
base  price  is  $106,500.  WRITE:  Dave 
Toole,  Marketing         Representative, 

GaSonics,    Dept.    CN,    453C    Ravendale 
Drive,       Mountain       View,       California 
94043    U.S.A. 


TEST  HANDLER  FOR  INTEGRATED  CIRCUITS  -  The  "Model  H304"  is  a 
micro-processor-controUed  high-speed  test  handler  designed  entirely  for  use  with  .3  in 
(7.62  mm)  wide  DIP's  (Dual  In-line  Packages)  with  a  temperature  range  of  up  to  135 
degrees  C  (275  degrees  F).  Maintaining  an  accuracy  of  within  one  degree  C,  the 
system  features  extensive  input  and  output  capabilities  of  12  and  16  reservoirs 
respectively,  and  a  cycle  time  of  350  milliseconds.  It  is  suitable  for  high-volume 
production  by  manufacturers  and  for  test  inspection  by  end-users.  The  "Model  H304" 
sells  for  $28,000  (base).  WRITE:  Beverly  Long,  Sales  Department,  Contrel 
Corporation,  Dept.  CN,  742  San  Aleso  Avenue,  Sunnyvale,  California   94086   U.S.A. 


REPAIR  KIT  FOR  ELECTRONIC  EQUIPMENT  —  Engineers  and  technicians  servicing 
electronic  or  electrical  equipment  are  the  main  end-users  of  this  new  kit  consisting  of 
85  high-quality  tools  in  a  tough  wing-pallet  storage  case.  Ideal  for  field  repairs,  the 
kit  includes  hexagonal  screwdrivers,  nut  drivers,  slotted  and  Phillips  screwdrivers, 
cutters,  pliers,  wrenches,  punches,  files,  measuring  tools,  wire  strippers,  saw,  hammer, 
tweezer,  knife,  soldering  equipment,  and  much  more.  The  entire  set  sells  from 
$337-$372.  WRITE:  M.J.  Eldridge,  Marketing  Supervisor,  Jensen  Tools  and  Alloys, 
Dept.  CN,  1230  South  Priest  Drive,  Tempe,  Arizona   85281    U.S.A. 
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MULTI-FUNCTION  CABLE  TESTER  — 
The  solid-state  "D-Tector  1200"  gives 
an  instant,  continuous  read-out  in 
testing  the  condition  of  cables  with  up 
to  50  conductors  (100  conductors  using 
an  optional  expanded  system). 
Computer  manufacturers,  telephone 
companies,  and  other  groups  using 
electrical  cable  will  find  the  unit 
simple  to  operate  in  testing  for 
continuity,  opens,  shorts  (direct  and 
resistive),  and  reversals.  LED 
(light-emitting  diode)  displays  are  used 
to  show  cable  conditions  and  detect 
intermittent  shorts.  The  cost  is  $500. 
Distributors  are  desired.  Bank 
Reference:  Union  Bank  and  Trust,  5933 
Berkshire  Lane,  Dallas,  Texas. 
WRITE:  Gerald  A.  Koth,  Account 
Executive,  Control  Electronics  Co., 
Inc.,  Dept.  CN,  11035  Harry  Hines 
Boulevard,  Suite  214,  Dallas,  Texas 
75229  U.S.A.  Telex:  73-2561;  Cable: 
TELSERV  DAL 


EXPOSURE  SYSTEM  FOR  PC  BOARDS  —  Featuring  an  effective  exposure  area  of 
635mm  X  635mm  (25  X  25  in),  this  is  a  dual-drawer  photo  exposure  system  which  is 
used  for  high-level  production  of  printed  circuit  (PC)  boards.  Important  features  listed 
by  the  company  include:  motorized  drawers  interlocked  with  the  exposure  function; 
quickly  changed  frames;  two  photo  integrators;  individual  vacuum  pumps  for  each 
drawer;  and  pneumatically  operated  shutters.  The  "DP-65  Exposure  System"  sells  for 
$11,000.  WRITE:  R.J.  Brendel,  Vice  President,  Advanced  Systems  Inc.,  Dept.  CN, 
4607  South  35th  Street,  Phoenix,  Arizona   85040   U.S.A. 


FOOD  PROCESSING  AND  PACKAGING  MACHINERY  AND  EQUIPMENT 


SPOOLLESS  PLASTIC  TIES  —  A  convenient  closure  device  for  bread,  produce,  or  any 
product  packaged  in  a  plastic  "poly"  bag,  "Tite-Tie"  tying  ribbon  is  made  from  26  gauge 
bright  annealed  steel  wire  with  an  extruded  plastic  coating.  Designed  for  use  with 
automatic  tying  equipment,  the  ribbon  is  said  to  be  less  expensive  than  conventional 
products  because  it  is  wound  without  a  spool.  Lengths  of  6,000  ft  (1,846  m)  are 
precisely  wound  on  cores  for  substantial  savings,  while  tangles  and  breaks  are 
eliminated  by  improved  tension  control  and  a  ribbon  locking  sytem.  The  price  is  $1.75/ 
1,000  ft  (300  m).  WRITE:  W.  Wittens,  President,  Tite-Tie  Corp.,  Dept.  CN,  26  North, 
Route  9W,  Congers,  New  York   10920    U.S.A. 
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SHIPBOARD  ICE  MAKER  SYSTEMS  —  Especially  engineered  for  commercial  fishing 
boats,  "Mariner  Ice-Catch"  systems  supply  quantities  of  ice  from  fresh  or  salt  water 
for  preserving  fish.  Equally  useful  for  preserving  produce  and  other  perishable  foods, 
the  systems  are  available  in  10  models  that  produce  from  227  kg  (500  lb)  to  13,600  kg 
(30,000  lb)  of  ice  per  day.  They  combine  sealed,  salt-free  refrigeration  systems  with  a 
unique  ice  maker  that  uses  flexible  stainless  steel  freeze  plates  in  place  of 
troublesome  mechanical  devices  (belts,  drums,  augers,  etc.)  Systems  sell  from  $6,000 
to  $400,000.  WRITE:  James  R.  Teed,  President  of  International  Sales  Division, 
Applied  Equipment  Inc.,  Dept.  CN,  15048  Delano  Avenue,  Van  Nuys,  California  91411 
U.S.A. 


FREEZING  DEVICE  FOR  POULTRY,  OTHER  FOODS  -  This  firm  introduces  a  glycol 
chiller/freezer  unit  especially  engineered  to  handle  turkey  roUs  and  roasts,  other 
poultry  products,  and  similar  foodstuffs.  Called  the  "Hi-Cube  Chiller,"  it  is  a 
continuous  heat-transfer  system  capable  of  freezing  the  entire  body  of  a  turkey  or  just 
the  surface  area.  The  manufacturer  says  the  "Hi-Cube  Chiller"  reduces  cost,  saves 
energy,  and  increases  the  shelf  life  of  the  product.  It  sells  for  $100,000-$400,000. 
WRITE:  William  R.  Cummickel,  Director  of  International  Marketing,  Barker 
International,  Dept.  CN,  P.O.  Box  888347,  Atlanta,  Georgia   30338   U.S.A. 


FORESTRY 
(Including  Pulp,  Paper  and  Woodworking) 


VERTICAL  CUTTING  TOOL  FOR 
WOOD  LATHES  —  According  to  the 
firm,  this  is  the  first  wood  lathe  tool 
which  can  be  operated  in  a  vertical 
position  without  a  stationary  tool 
rest.  Since  tool  rests  require  some 
skiU  and  can  even  be  dangerous,  the 
company  has  designed  this  product  to 
eliminate  both  the  need  for  the  rest 
and  the  accompanying  hazard.  The 
new  design  also  provides  increased 
freedom  in  the  manipulation  of  the 
cutting  tool.  Students,  hobbyists,  and 
wood-workers  in  specialty  shops  will 
find  that  a  different  cutting  bit  can  be 
applied  to  the  wood  by  simply  turning 
the  tool  on  its  axis.  The  cost  is 
$36-$46.  Distributors  are  sought. 
WRITE:  Chester  Kirk,  General 
Manager,  Raab-Kirk  Company,  Dept. 
CN,  P.O.  Box  208,  Corvallis,  Oregon 
97330  U.S.A. 
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FIREWOOD  PROCESSING  SYSTEM  —  The  "La  Font  Firewood  Processor"  automates 
the  production  of  firewood  for  retail  sale,  thus  eliminating  slower  hand  labor  methods. 
Engineered  for  stationary  applications,  both  electric  and  diesel-powered  models 
produce  up  to  4  cords  (14  cu  m)  of  firewood  per  hour.  After  the  hydraulic  log  carriage 
moves  a  log  into  position,  an  automatic  chain  saw  cuts  it  to  the  length  (12-26  in  / 
30-65  cm)  preselected  by  the  operator.  A  hydraulic  splitter  with  a  six  second  ramming 
cycle  then  splits  the  log  sections  with  20  tons  (18,000  kg)  of  thrust.  The  price  is 
$38,000-$70,000.  WRITE:  Howard  C.  Heikkinen,  Marketing,  La  Font  Corporation, 
Dept  CN,  1319  Town  Street,  Prentice,  Wisconsin   54556   U.S.A. 


COMBINED  CANT  EDGER  AND  RESAW  -  This  firm  describes  the  portable  "Smith 
BuU  Edger/Resaw"  as  a  versatile  machine  capable  of  independently  manufacturing  ties. 
timbers,  and  boards  from  one  or  two-sided  cants.  Wood  up  to  12  in  (30  cm)  thick  and 
16  in  (41  cm)  wide  may  be  edged  and  resawn,  and  timbers  can  be  resawn  without  a 
"run-around"  system  since  the  machine  is  fully  reversible.  An  important  feature  is  the 
unique  guide  system  and  chain  feed  which  facilitates  the  use  of  floating  saws  and 
manual  setworks.  End-users  are  sawmills,  pulp/paper  companies,  and  land  management 
firms.  The  unit  costs  $18,000.  Agent,  distributor  inquiries  are  invited.  WRITE: 
Tommy  Smith,  Vice  President,  L.A.  Smith  &  Son  Machinery  Company,  Inc.,  Dept.  CN, 
P.O.  Box  57  6,  Picayune,  Mississippi    39466   U.S.A. 
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GENERAL  INDUSTRIAL  MACHINERY  AND  EQUIPMENT 
(Including  Process  Controls) 

VERSATILE  INDUSTRIAL  ADHESIVES  —  This  manufacturer  introduces  its  "Pro  Grip 
Instant  Bonding  Cyanoacrylate  Adhesives,"  three  related  formulas  used  to  bond  rubber, 
plastic,  metal,  ceramics,  and  other  types  of  materials  in  industrial  applications.  They 
offer  high  strength  and  an  instant  bond.  The  products  are  typically  used  by  original 
equipment  manufacturers  and  by  maintenance/repair  groups.  The  price  ranges  up  from 
$2  per  bottle  (1  fl  oz/  30  ml).  The  company  is  seeking  agents  and  distributors  abroad. 
WRITE:  Robert  R.  Linsenmayer,  International  Marketing  Manager,  Fel-Pro  Inc.,  Dept. 
CN,  7450  North  McCormick  Boulevard,  Skokie,  Illinois    60076   U.S.A. 

SOLENOID  VALVE  FOR  NUCLEAR  FACILITIES  —  Primarily  used  to  control  the 
functions  of  large  valves  and  hydraulic  system  components,  these  three-way, 
two-position  solenoid  valves  are  specifically  designed  for  use  in  nuclear  facilities  and 
in  other  applications  involving  high  pressure  and  flow  rates.  They  feature  metal  seats 
with  zero  leakage  for  hydraulic  controls  in  nuclear  facilities.  The  valves  are  also  said 
to  have  an  explosion-proof  rating  and  a  long  holding  capability  for  continuous  energy 
storage.  The  price  is  $415-$500.  WRITE:  Frank  Stewart,  Controller,  Keane  Controls 
Corp.,  Dept.  CN,  1171  East  Ash  Street,  FuUerton,  California   92631    U.S.A. 

DIRECTIONAL  CONTROL  VALVES  —  This  company's  "A 65  Valves"  provide  directional 
control  of  all  types  of  industrial  vehicles  and  mobile  equipment  (earth  moving  vehicles, 
farm  machinery,  mining  equipment,  fire  trucks,  etc.)  from  a  low-level  electrical 
input.  The  firm  says  the  valves  offer  proportional  control  of  hydraulic  metering  that  is 
exceptionally  precise  and  responsive.  Stackable  valve  sections  permit  the  user  to  mix 
manual  and  electric  valves  or  create  other  useful  configurations,  and  a  parallel 
pressure  circuit  provides  pump  pressure  to  every  valve  in  a  stack.  The  cost  is 
$700-$l,000.  WRITE:  Manfred  P.  Bonisch,  International  Sales  Administrator,  Moog 
Inc.,  Dept.  CN,  Proner  Airport,  East  Aurora,  New  York   14052   U.S.A. 


FLUID  LEAK  DETECTOR  UNIT  _— 
Recommended  primarily  for  water 
utility  companies,  the  "Aqua  Scope" 
uses  a  sensitive  acoustic  device  to 
detect  the  sound  of  liquids  leaking  from 
underground  pipes  or  other  sources. 
The  sounds  are  electronically  amplified 
and  can  be  heard  by  an  investigator 
using  earphones.  The  unit's  simple 
operation  can  be  quickly  mastered,  the 
firm  states,  and  the  light  weight  of  this 
compact  device  makes  it  ideal  for 
extended  field  use.  The  unit  is  priced 
at  $1,000.  WRITE:  Wanda  M.  Brito, 
Marketing  Coordinator,  Heath 

Consultants  Inc.,  Dept.  CN,  Post  Office 
Box     456,      Stoughton,      Massachusetts 
02072   U.S.A. 
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RESTORING  DEVICE  FOR  INTERNAL 
PIPE  THREADS  —  The  "Internal  Pipe 
Thread  Cleaner  and  Restorer"  is  a 
simple,  accurate,  and  inexpensive  hand 
tool  used  to  restore  smashed,  battered, 
or  rusty  threads  from  3/4  to  6  in  (2-15 
cm)  in  diameter.  Able  to  restore 
fittings  in  seconds,  the  product 
automatically  establishes  the  correct 
alignment  with  the  threads  as  soon  as 
its  handle  is  squeezed,  conforming  to 
both  straight  and  tapered  internal 
threads.  Cleaning  can  be  started  or 
stopped  at  any  point  on  the  threads. 
The  price  is  $17.95  f.o.b.  factory. 
WRITE:  Edward  J.  Frank,  President, 
Frank's  Manufacturing  Company,  Dept. 
CN,  R.D.  #1,  Box  325-A,  Oxford, 
Pennsylvania   19363   U.S.A. 


HEATER  MALFUNCTION  ALARM  —  This  unique  new  instrument  constantly  monitors 
the  electrical  heating  elements  in  any  system  containing  one  or  more  parallel  single  or 
three-phase  circuits.  When  a  heating  element  malfunctions,  the  instrument 
immediately  produces  an  audible  signal  and  a  continuous  blinking  light.  Complete  with 
a  self-checking  system  and  a  manual  test  that  can  be  performed  as  necessary,  it  will 
be  welcomed  by  industries  using  ovens,  furnaces,  injection  molding  presses,  and  many 
other  kinds  of  heating  machinery.  The  cost  is  $469.  WRITE:  O.H.  Bachmann, 
President,  Bachmann  Industries,  Inc.,  Dept.  CN,  P.O.  Box  618,  Los  Alamitos, 
CaUfornia   90720   U.S.A. 


INDUSTRIAL  FLUID  FLOW  INDICATOR  —  Engineered  for  use  with  flow  sensors  like 
this  company's  "Model  B"  mass  flow  meter,  the  "DIO-RT  Flow  Indicator"  converts  the 
frequency  of  the  sensor  output  to  a  flow  rate  indication,  and  a  resettable  display 
indicates  the  total  flow.  When  this  standard  readout  device  is  used  with  a  compatible 
flow  sensor,  the  company  explains,  it  provides  accurate  measurement  of  the  flow  of 
any  fluid,  regardless  of  viscosity,  density,  pulsations,  pressure,  entrained  gases,  or 
suspended  solids.  Suggested  for  chemical  processing,  food  processing,  and  oil 
production  and  refining,  it  costs  $550.  WRITE:  Kurt  O.  Plache,  Vice  President  for 
Marketing,  Micro  Motion,  Inc.,  Dept.  CN,  2700  29th  Street,  Boulder,  Colorado  80301 
U.S.A. 


DISPENSER  MACHINE  FOR  ADHESIVE  LABELS  -  The  "Take-A-Label"  product  is  an 
electrical  machine  which  automatically  strips  the  backing  from  pressure-sensitive 
labels,  presenting  them  to  the  operator  for  application.  A  new  label  is  automatically 
forwarded  as  soon  as  the  previous  label  is  removed,  and  the  backing  paper  is  wound  up 
for  easy  disposal.  Usable  with  both  die-cut  and  knife-cut  labels,  the  "Take-A-Label"  is 
su^estged  for  manufacturers  and  retailers  of  tools,  appliances,  electrical  equipment, 
food  products,  and  many  other  goods.  The  price  range  is  $350-$500.  Stocking 
distributors  are  sought.  WRITE:  Robert  B.  Hitchcock,  Sr.,  Vice  President  System 
Sales,  Labeltape,  Inc.,  Dept.  CN,  P.O.  Box  8823,  Grand  Rapids,  Michigan   4950S    U.S.A. 
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SELF-PROPELLED  ELEVATING  WORK  PLATFORM  -  Able  to  propel  itself  even  up 
slopes  with  27  percent  grades,  the  "Sky  Witch  Mini-Witch"  elevating  platform  offers  a 
convenient  work  surface  at  heights  of  up  to  28  ft  (8.4  m).  An  unusual  advantage  of  the 
"Mini-Witch"  is  its  convenient  side  basket  (large  enough  for  one  worker)  which  can  be 
extended  outwards  for  up  to  58  in  (150  cm)  for  special  jobs.  Available  with  three 
working  heights,  this  machine  features  a  direct  coupler  chain  drive  and  a  hydraulically 
powered  lift.  It  sells  from  $10,000.  WRITE:  F.X.  Mangan,  Advertising  Manager,  Waco 
Scaffold  and  Shoring  Company,  Dept.  CN,  450  West  Algonquin  Road,  Arlington 
Heights,  lUinois    60005    U.S.A. 

COMPACT  INDUSTRIAL  TRANSMISSION  —  Able  to  provide  either  two  forward  and 
one  reverse  speeds  or  three  forward  speeds  with  no  reverse,  the  "T-25  Tornado 
Transmission"  incorporates  a  clutch  that  can  be  remotely  controlled  and  is  built  with 
input  and  output  gears  on  the  same  side  of  its  frame.  Its  strength  and  extremely 
compact  size  make  it  adaptable  to  nearly  any  drive  train  requiring  more  than  one 
speed.  Applications  range  from  1/2  horse-power  electric  engines  to  fractional 
horsepower  gasoline  engines  of  any  size.  The  firm  is  seeking  distributors.  The  "T-25 
Tornado"  is  priced  at  $350.  WRITE:  C.K.  Spangler,  Owner,  Spangler  Manufacturing 
Co.,  Dept.  CN,  8747  Shirley  Avenue,  Northridge,  California   91324   U.S.A. 

LUBRICATOR  DEVICE  ASSURES 
CONSTANT  OIL  LEVEL  -  Machine 
manufacturers  and  owners,  and  anyone 
who  needs  to  maintain  a  constant  level 
of  oil  in  a  housing  or  bearing,  are  the 
end-users  of  the  "Type  'LS'  Constant 
Level  Oiler,"  a  lubricator  designed  to 
maintain  a  pre-set  oil  level  at  aU 
times.  Supplied  with  a  transparent  4 
or  8  oz  (120-240  ml)  reservoir,  it 
incorporates  a  large  surge  chamber  to 
protect  bearings  from  sudden  oil 
overflows.  The  oiler  is  also  sealed  to 
prevent  passage  of  air  into  the 
reservoir  through  leaky  gaskets.  The 
price  range  is  $11.20  -$12.20.  WRITE: 
Bob  Janssen,  Director  of  Sales,  Trico 
Manufacturing  Corp.,  Dept.  CN,  2948 
North  5th  Street,  Milwaukee, 
Wisconsin   53212   U.S.A. 

HOUSEWARES 

(Including  Furniture,  Fixtures  and  Appliances) 

MAGNETIC  SOAP  HOLDER  —  This  product  is  designed  to  eliminate  the  waste  and 
mess  caused  by  soap  softening  and  melting  in  the  water  usually  trapped  by  soap  dishes. 
Solidly  cast  from  mold-resistant  resin,  the  "Hold-A-Soap"  magnetically  holds  a  bar  of 
soap  suspended  upside  down  to  dry.  Capable  of  holding  up  to  1  lb  (.45  kg),  the  unit 
adheres  to  ceramic  or  any  smooth  surface  without  requiring  holes  or  special  tools.  It 
sells  for  $6.  Distributors  are  sought  worldwide.  WRITE:  Gerald  A.  Petersen, 
Marketing  Manager,  Designs  for  Better  Living,  Dept.  CN,  3288  Teton  Drive,  Salt  Lake 
City,  Utah   84109  U.S.A. 
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specially-counreruveighled 
fold-cxji  syslern 


This  handsome  3  drawer  desk 
wlfri  matching  armoire 


has  a 


friaf  turns  it  into  o 
QueenSi^e  tied 


SPACE-SAVING  BEDROOM/  OFFICE 
COMBINATION  —  The  unique  modern 
design  of  "Hidadesk"  bed/desk  unit 
emphasizes  space-saving  convenience. 
The  office  environment  provided  by  the 
unit's  desk  top,  drawers,  and  shelves  can 
be  instantly  changed  into  a  bedroom 
environment  by  simply  folding  the 
hidden  bed  down  from  its  upright 
position  against  the  wall.  The  bed  is 
balanced  for  easy  lifting  or  lowering. 
The  price  range  is  $1,390-$!,  5  60. 
Applications  sites  include  hospitals, 
hotels,  dormitories,  and  private  homes. 
Distributors  are  sought.  WRITE:  Dale 
C.  Bolstad,  President,  Dale  Bolstad  &: 
Associates,  Dept.  CN,  P.O.  Box  1223, 
Burlingame,  California    94010    U.S.A. 


COMPACT,  LOW-COST  BURGLAR  ALARM  —  This  firm  introduces  a  compact  burglar 
alarm  which  it  says  uses  motion  sensing  to  detect  intruders  but  costs  considerably  less 
than  comparable  equipment  now  available.  The  "Midex  55"  is  a  small  box  that  projects 
an  energy  field  over  an  area  50  ft  long  by  20  ft  wide  (15  x  6  m).  This  creates  a 
computer-monitored,  three  dimensional  "picture"  of  every  object  within  its  range  and 
aUows  the  unit  to  warn  of  intruders.  Its  120  decibel  alarm  is  said  to  be  the  loudest 
available.  End-users  are  homeowners  and  small  businesses.  It  sells  for  $105. 
Distributors  and  agents  are  sought.  Bank  Reference:  Bank  of  the  West,  Sunnyvale, 
California.  WRITE:  L.R.  Tracy,  General  Manager,  International,  Solfan  Systems, 
Dept.  CN,  665  Clyde  Avenue,  Mountain  View,  California   94043    U.S.A.   Telex:  334474 


SEALING  DEVICE  FOR  PLUMBING 
DRAINS  -  The  "What-Cha-Ma-CaU-It" 
is  a  simple  plumbing  device  used  to 
seal  drains  in  a  wide  range  of 
diameters.  Designed  to  eliminate 
drain  linkage  that  catches  hair  and 
thus         hampers  drainage,  this 

inexpensive  product  will  fit  drain 
diameters  from  1.4  in  (36  mm)  to  1.8 
in  (46  mm).  The  company  says  that  it 
can  also  modify  large  purchase  orders 
for  use  with  drains  of  almost  any  size. 
The  price  range  is  $2.50-$3.00. 
Possible  users  are  homeowners, 
plumbers  and  apartment  maintenance 
groups.  Stocking         manufacturers, 

agents,    and    distributors    are    wanted. 
WRITE:     Greg   Shaffer,   Vice    President 
for  Marketing,  Craning  Co.,  Dept.  CN, 
P.O.    Box    4400,    El    Monte,    California 
91734   U.S.A. 


63 


DECORATIVE  MOSQUITO  NETTING 
—  "Mombasa  Mosquito  Netting"  is  a 
decorative  canopy  which,  suspended 
from  the  ceiling,  can  cover  a  bed  as 
large  at  82  x  82  in  (205  x  205  cm). 
Available  in  a  variety  of  colors,  it 
hangs  from  a  matching  cord  decorated 
with  a  real  Tiger  Cowrie  Shell  and  a 
disk  of  natural  cork.  The  canopy  is 
draped  over  a  27  in  (63  cm)  ring,  giving 
it  a  graceful  shape  for  use  as  drapery 
over  beds,  plants,  baths,  or  tables. 
Machine-washable,  the  nylon  netting 
can  also  be  used  outdoors  by  campers 
and  others.  It  retails  for  $69.50.  The 
firm  seeks  agents,  distributors. 
WRITE:  John  E.  Hillman,  Owner, 
Yungjohann  Hillman  Company,  Dept. 
CN,  1350  Manufacturing  Street,  Suite 
221,  Dallas,  Texas   75207   U.S.A. 


LABORATORY  AND  SCIENTIFIC  INSTRUMENTS 


HAND-HELD  DIGITAL  THERMOMETER  —  Research  scientists,  production  engineers, 
and  process  monitors  are  some  of  the  end-users  of  the  microprocessor-based,  hand-held 
"DPT  600  Digital  Thermometer."  Able  to  measure  temperatures  from  -312  to  +765 
degrees  F  (-191.3  to  +407.1  C),  this  instrument  is  said  to  be  accurate  to  within  .05 
percent  over  its  entire  operating  range.  It  will  display  the  rate  of  temperature  change 
per  minute  (updated  every  six  seconds),  as  well  as  minimum  and  maximum 
temperatures.  Various  kinds  of  probes  (immersion,  piercing,  etc.)  are  available  for 
testing  gases,  liquids,  or  solid  surfaces.  WRITE:  Oscar  Rosenbloom,  Marketing 
Director,  Microtech  Exports,  Dept.  CN,  912  Cowper  Street,  Palo  Alto,  California 
94103    U.S.A. 


SCANNING  POROSIMETER  FOR  POWDERS  —  A  new  porosimeter  for  measuring  pore 
size  distributions  down  to  18  angstrom  units  has  been  developed  by  this  firm  for 
manufacturers  of  powdered  materials  such  as  catalysts,  ceramics,  agricultural 
products,  etc.  The  "Scanning  Porosimeter"  gives  complete  intrusion  and  extrusion 
curves  in  as  little  as  ten  minutes  (applying  pressures  of  60,000  lb/  sq  in,  or  4,218  kg  / 
sq  cm)  or  it  can  generate  the  same  pressure  more  slowly,  over  a  period  as  long  as  five 
hours.  Data  is  presented  in  a  linear  mode  (pore  volume  versus  pressure)  or  in  a 
logarithmic  mode  (pore  volume  versus  pore  size).  The  system  sells  for  $25,000.  Bank 
Reference:  European  American  Bank,  Brush  Hollow  Road,  Westbury,  New  York  11596. 
WRITE:  Dr.  Seymour  Lowell,  President,  Quantachrome  Corp.,  Dept.  CN,  6  Aerial  Way, 
Syosset,  New  York   11791   U.S.A.   Telex:  422620 
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DEVICE  FOR  DETERMINING  BALLOON,  AIRCRAFT  POSITIONS  -  Used  to  track  and 
determine  the  position  of  a  pilot  balloon  or  aircraft,  this  "Recording  Balloon 
Theodolite"  displays  azimuth  and  elevation  angles,  printing  them  on  permanent  paper 
tape.  A  single  operator  sets  the  instrument's  clock,  selects  a  time  period  (1-999 
seconds)  for  sequential  readings,  and  tracks  the  target.  The  time  and  position  angles 
are  automatically  recorded.  Government  weather  bureaus  and  aviation  administrations 
are  the  chief  end-users.  The  theodolite  sells  from  $3,000  to  $20,000.  Bank  Reference: 
First  Pennsylvania  Bank,  Huntington  VaUey,  Pennsylvania.  WRITE:  John  D.  Boyd, 
Assistant  Vice  President  for  Operations,  Warren-Knight  Co.,  Dept.  CN,  2045  Bennett 
Road,  Philadelphia,  Pennsylvania   19116  U.S.A. 


MINIATURE  ELECTRONIC  ALPHA  PARTICLE  COUNTER 


Intended  for  field  use  in 

laboratory     and     environmental     monitoring 

It 


uranium     exploration     as     weU     as     for 

applications,  this  portable  alpha  particle  counter  weighs  less  than  1  lb  (500  g') 
features  internal  rechargeable  batteries,  an  integral  5-digit  display,  selectable  count 
ranges,  and  magnetically  operated  reset  and  display  functions.  Hermetically  sealed  for 
field  use,  the  counter  replaces  slower  film-type  devices.  End-users  are  geologists, 
mining  groups,  health  agencies,  etc.  It  is  priced  at  $500.  WRITE:  Tom  McCasland, 
President,  Western  Systems  Inc,  Dept.  CN,  P.O.  Box  2133,  Evergreen,  Colorado  80439 
U.S.A. 
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MICROPROCESSOR-BASED  DATA  RECORDER  —  This  firm  has  combined  the  latest 
technology  in  microprocessors,  solid-state  memories,  and  analog  electronics  to  produce 
the  "CR21  Micrologger,"  a  battery-operated  computing  data  recorder  suited  to 
applications  such  as  hourly  weather  observation,  solar  and  wind  energy  assessment, 
water  quality  monitoring,  and  field  engineering  studies.  It  will  monitor  signals  from  a 
variety  of  transducers,  recording  temperature,  humidity,  solar  radiation,  precipitation, 
etc.  Despite  its  miniature  size,  it  can  perform  operations  such  as  averaging,  standard 
deviation,  and  histograms.  The  "CR21"  costs  $1,800.  WRITE:  Bert  Tanner, 
Applications  Engineer,  CampbeU  Scientific,  Inc.,  Dept.  CN,  P.O.  Box  551,  Logan,  Utah 
84321    U.S.A. 


SCALE  MARKER  FOR  USE  WITH 
PHOTOMICROGRAPHS  -  Similar  in 
principle  to  an  ordinary  slide  rule,  this 
precision  instrument  is  used  for 
applying  scale  marks  of  any  size  to 
photomicrographs  at  aU  levels  of 
magnification.  Simple  in  operation,  it 
does  not  require  the  user  to  perform 
calculations  or  remember  formulae.  It 
can  also  determine  the  actual  size  of 
structures  from  photomicrograph 
prints  or  negatives.  Ideal  for  use  with 
optical  or  electron  microscopes,  the 
scale  marker  is  suggested  for 
industrial  laboratories,  universities, 
medical  schools,  etc.  Instructions  are 
printed  in  English,  French,  and 
German.  Distributors  and  licensees 
are  needed  for  this  product  which  sells 
from  $10.50  to  $12.50.  WRITE:  Ted 
Dunn,  Proprietor,  Dunn  &  Reidman, 
Dept.  CN,  P.O.  Box  241,  Pacific 
Palisades,  California  90272   U.S.A. 
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LAND  TRANSPORTATION  EQUIPMENT 


HIGH-CAPACITY  TRANSIT  BUS  -  With  a  passenger  capacity  of  110-154  (34  seated  76 
or  more  standing),  the  "Ward  City  Bus"  is  an  ideal  vehicle  for  developing  countries  with 
pressing  urban  transportation  problems  and  limited  funds  with  which  to  meet  them. 
Built  with  heavy-duty  components  throughout,  the  bus  is  diesel-powered  with  a  5-speed 
transmission.  Its  wheelbase  is  22  ft  (6.6  m)  and  its  overall  length  is  40  ft  (12.19  m). 
The  weight  capacity  of  the  rear  and  front  axles  are  32,000  lb  (14,400  kg)  and  18,000  lb 
(8,100  kg)  respectively.  The  price  ranges  from  $45,000  to  $55,000.  Agent,  distributor 
inquiries  are  invited.  WRITE:  Rick  Field,  Export  Sales  Manager,  Ward  Industries,  Inc, 
Dept.  CN,  P.O.  Box  849,  Highway  65  South,  Conway,  Arkansas  72032   U.S.A. 
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ELECTRONIC  RAILROAD  SPEEDOMETER  —  Based  on  this  firm's  unique  design 
principles,  the  "Radometer"  electronic  railroad  speedometer  operates  through  a  special 
use  of  radar,  independently  of  the  locomotive's  wheel  and  axles.  The  "Radometer" 
transmitting  box  is  secured  to  the  under-chassis  of  the  locomotive  and  connected  to  a 
readout  display  (digital  or  analog)  in  the  engine  cabin.  The  readout  shows  the  actual 
speed  of  the  locomotive,  whether  accelerating  or  slowing,  since  wheel  slippage  and 
wear  do  not  affect  the  speedometer's  operation.  The  system  sells  from  $2,200. 
Distributor  inquiries  are  welcome.  WRITE:  Milt  A.  Cole,  Director  of  International 
Marketing,  CMI,  Inc.,  Dept.  CN,  P.O.  Drawer  D,  Minturn,  Colorado   81645    U.S.A. 


FIBERGLAS      TRUCK      BODIES      AND 


TRAILERS 


"UN-Common    Carriers" 


are  fiberglas  truck  bodies  (for  compact 
trucks  with  standard  or  long 
wheelbases)  and  fiberglas  trailers  of 
the  same  size  and  design.  The  basic 
product  is  a  molded,  one-piece 
structure  insulated  with  .5  -  1.5  in 
(1.27-3.81  cm)  polyurethane  foam.  Its 
features  include  a  double  rear  door, 
passenger  doors  on  both  the  right  and 
left  sides  of  the  body,  and  various 
optional  accessories.  Priced  from 
$1,900  to  $2,940,  these  units  are 
suggested  for  the  petroleum  industry, 
insect/pest  control  groups,  insulation 
contractors,  florists,  and  many  other 
users.  The  firm  seeks  agents, 
distributors,  and/or  special  equipment 
manufacturers.  WRITE:  George  G. 
Bell,  Jr.,  President,  UN-Common 
Carrier  Corp.,  Dept  CN,  1835  West 
Northside  Drive,  Jackson,  Mississippi 
39213   U.S.A. 


MARINE  AND  RELATED  EQUIPMENT 


MARINE  FLOATS  FROM  OLD  TIRES  —  This  company  has  devised  a  way  to  use  scrap 
tire  casings  (ordinarily  discarded)  as  part  of  durable  marine  floatation  devices.  Each 
tire  becomes  the  protective  covering  for  a  styrofoam  floatation  core  which  is 
expanded  into  the  tire  under  pressure  so  that  the  tire  and  foam  form  a  single. 
integrated  unit.  The  foam  is  then  sealed  against  oil,  gasoline,  marine  growths,  and 
damage  from  impact.  Though  primarily  used  as  buoys  and  in  floating  docks,  these 
items  can  be  used  in  almost  any  floating  structure  for  which  durability  and  low  cost 
are  important  factors.  They  sell  for  $20-$30.  Agents  and  licensees  are  sought. 
WRITE:  James  McCray,  Vice  President,  Southern  Trade  Corp.,  Dept.  CN,  1001 
Alternate  AlA,  Jupiter,  Florida    33458    U.S.A. 
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TANK,  LINE,  CONNECTORS  FOR  OUTBOARD  MOTORS  -  Dealers  in  marine 
products  will  be  interested  in  this  combination  gasoline  tank,  line,  and  connection 
adapters  designed  to  fit  outboard  motors  of  all  brands  and  horsepower  ratings. 
Because  of  its  universal  application,  this  product  group  enables  the  dealer  to  reduce 
basic  inventory  without  losing  customer  sales.  In  addition,  the  gasoline  line  can  be 
built  with  proper  connectors  to  allow  use  of  an  "extra"  tank  of  another  make.  The 
manufacturer  says  that  improved  resistance  to  leaks  and  corrosion  resistance  lengthens 
the  product's  service  life.  The  firm  seeks  distributors  and/or  sales  to  dealers.  WRITE: 
Tommy  Walker,  President,  Walk-Winn  Plastic  Co.  Inc.,  Dept.  CN,  1300  East  Second 
Street,  Little  Rock,  Arkansas  72202   U.S.A. 


DIESEL-POWERED  ELECTRIC  PLANTS  -  "Power /Genny  H"  electric  plants,  intended 
for  boat  manufacturers,  boat  owners,  and  other  marine  users,  are  diesel-powered  units 
providing  120/240  volt,  60-cycle  single-phase  current.  Available  in  various  models  for 
2,  3,  4,  5,  7.5,  10,  and  12  kilowatt  operation,  these  rugged  generator  sets  are  said  to 
offer  smaller  size  and  lighter  weight  than  conventional  units.  The  three  smaller 
models  have  a  very  low  and  narrow  profile  which  is  especially  suited  for  mounting  in 
unusual  locations.  The  price  range  is  $2,150-$4,995.  WRITE:  William  H.  Jones, 
President,  Miller  Marine  Sales,  Dept.  CN,  1591  Monrovia  Avenue,  Newport  Beach, 
California   92663   U.S.A. 


NEW  MECHANICAL  PROCESS  FOR 
JOINING  MARINE  PIPE  —  SpecificaUy 
designed  for  use  on  commercial 
vessels.  Naval  ships,  submarines, 
offshore  oil  rigs,  process  and  power 
plants,  the  "Marine  Pipe  Connecting 
System"  is  a  new  technique  for 
permanently  joining  piping  systems 
through  the  use  of  a  portable 
mechanical  swaging  process.  A  simple 
and  inexpensive  alternative  to  welding 
and  brazing  methods,  these 

hydraulically  powered  hand  tools  are 
said  to  enable  any  skilled  operator  to 
attach  couplings  to  pipes  in  only  a  few 
minutes.  Usable  with  virtually  any 
fluid  or  pneumatic  pipe  system,  this 
product  is  priced  from  $5,000  to 
$20,000.  Agents  are  sought.  WRITE: 
R.D.  McCormick,  Director  of  Product 
Development,  Deutsch  Company  MCD, 
Dept.  CN,  P.O.  Box  61188,  Los 
Angeles,  California   90061    U.S.A. 
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METALWORKING  AND  FINISHING 


ACCESSORY  FOR  CYLINDRICAL 
GRINDING  —  The  "Mini-Grinder"  is  a 
low-cost  attachment  for  surface 
grinders  and  cutter  grinders  which, 
according  to  the  manufacturer,  can 
grind  cylindrical  diameters  within  a 
tolerance  of  +.0001  in  (.0026  mm). 
Replacing  cylindrical  grinders  that 
cost  $30,000  or  more,  it  is  ideal  for 
small  machine  shops  that  cannot 
afford  larger  units  and  for  larger  shops 
that  use  cylindrical  grinding  only  for 
occasional  work.  The  attachment 
accommodates  work  5  inches  (127.0 
mm)  in  diameter  and  8  inches  (203.2 
mm)  long.  Users  include  tool/die 
shops,  plastic  mold  shops,  and  screw 
machine  shops.  The  price  is 
$215-$275.  Agents,  distributors  are 
wanted.  WRITE:  James  Mangos, 
President,  Metro  Engineering,  Inc., 
Dept.  CN,  9301  North  Austin  Avenue, 
Morton  Grove,  Illinois   60053   U.S.A. 


NEWLY  DESIGNED  STOP  FOR  MILLING  MACHINES  -  Though  primarily  intended  for 
use  on  vertical  milling  machines,  the  "Hefty  No.  8  Stop"  can  be  used  on  any  machine 
with  a  T-slot  table.  This  convenient  product  requires  no  wrenches  for  mounting  or  for 
adjustments  to  change  the  position  of  the  stop  rod.  Set-up  time  can  therefore  be 
reduced  by  half,  giving  the  operator  more  productive  machining  time.  The  firm  says 
the  stop  can  provide  indefinite  use  in  normal  applications.  Sold  for  $40,  the  "Hefty  No. 
8"  is  suggested  for  machine  shops,  factories,  foundries,  and  other  groups  using  milling 
machines.  Agent  inquiries  are  welcome.  WRITE:  Dave  Bourn,  President,  D  A:  H 
Supply  Company,  Dept.  CN,  P.O.  Box  584,  Monroe,  North  Carolina    28110    U.S.A. 


MINING 


PEDESTAL-MOUNTED  HYDRAULIC  HAMMERS  -  Used  to  break  a  variety  of 
materials  from  soft  coal  to  very  hard  granite,  each  "Pedestal-Mounted  Nutcracker 
System"  is  designed  according  to  the  requirements  of  the  user.  Although  their  main 
application  is  in  mines  and  quarries,  they  can  be  used  to  break  slag  in  smelters,  to 
reclaim  concrete,  and  for  other  tasks.  Units  are  offered  with  reaches  of  15  to  40  ft 
(5-13  m),  and  three  kinds  of  hammers  are  available  providing  500  to  2,300  ft-lb  (69-318 
m-kg)  per  blow.  The  special  low-maintenance  design  is  ideal  for  work  in  remote 
locations.  The  price  is  $35,000-$85,000.  Distributor  inquiries  are  invited.  WRITE: 
Ralph  R.  Newman,  Export  Sales  Manager,  Consolidated  Technology,  Inc.,  Dept.  CN, 
4800  Nome  Street,  Denver,  Colorado   80239 


69 


CONTINUOUS  MINING  SYSTEM  —  WeU  suited  for  developing  countries  and  other 
areas  that  wish  to  mechanize  the  mining  of  coal  or  other  minerals,  the  "Mark  21" 
features  dual  augers  and  what  is  said  to  be  the  lowest  operating  height  available  from 
a  continuous  mining  system.  This  last  feature  makes  it  possible  to  develop  very  low 
mineral  seams  which  are  otherwise  unminable.  Automatic  remote  jacksetters  are  used 
to  reduce  personnel  requirements  and  increase  safety.  Simple  both  in  design  and 
operation,  the  system  seUs  from  $160,000-$400,000.  The  firm  seeks  agents  with 
experience  in  the  sale,  application,  and  servicing  of  underground  coal  mining 
equipment.  WRITE:  P.L.  McWhorter,  Vice  President/Sales  and  Marketing,  Fairchild 
Inc.,  Dept.  CN,  P.O.  Box  1184,  Beckley,  West  Virginia   25801    U.S.A. 


NEW  SELF-PROPELLED  DRILL  FOR 
COAL  AND  CLAY  -  The  "Model 
CD54-78,"  a  self-propelled  hydraulic 
drill  for  mining  coal  and  clay,  was 
redesigned  for  fast,  economical 
drilling.  The  manufacturer  says  the 
unit  drills  2  1/2  in  (6.35  cm)  holes  at  a 
speed  of  14  ft  (4.2  m)  per  minute  and 
can  be  made  to  handle  augers  from  5 
to  10  ft  (1.5  -  3  m)  in  length. 
Featuring  detailed  construction  and 
very  high-quality  materials,  it  is 
equipped  with  a  65  horsepower 
industrial  engine  (gas  or  diesel)  and  a 
heavy-duty  truck  transmission  with 
four  forward  and  one  reverse  speeds. 
The  price  ranges  from  $12,000  to 
$13,000.  WRITE:  Alan  Moore, 
President,  Parmanco,  Inc.,  Dept.  CN, 
P.O.  Box  354,  Paris,  Illinois  61944 
U.S.A. 
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PRINTING,  GRAPHIC  ARTS  EQUIPMENT  AND  SUPPLIES 


NEW  PLASTIC  PRINTING  MEDIUM  —  "Eve"  is  a  coated  translucent  polystyrene  film 
suitable  for  printing  by  offset,  letterpress,  rotogravure,  flexographic,  and  screen 
printing  processes.  The  coating  provides  a  printing  surface  which,  the  company  says, 
enables  ink  to  dry  almost  immediately.  This  eliminates  the  need  for  special  inks  and 
for  interleaving  to  prevent  offsetting.  Manufacturers  will  find  "Eve"  an  attractive 
versatile  replacement  for  acetate  and  vinyl  in  greeting  cards  with  plastic  overlays.  It 
can  also  be  used  by  advertising  firms  as  a  translucent  material  for  illuminated  displays, 
as  a  packaging  medium  for  translucent  boxes,  and  in  other  applications.  WRITE: 
Arthur  A.  Frankel,  Director  for  International  Sales,  P.L.  Thomas  Paper  Co.,  Inc.,  Dept. 
CN,  393  Seventh  Avenue,  New  York,  New  York   10001   U.S.A. 


t^tUfHi^SQi:- 


STRAP  FOR  STEADYING  CAMERAS, 
BINOCULARS  —  An  innovative  and 
useful  item  for  photographers, 
bird-watchers,  and  others,  the 
"Holdsteady  Strap"  can  often  replace 
tripods  for  steadying  cameras, 
binoculars,  telescopes,  and  (with 
adaptations)  even  rifles.  The  strap  also 
has  the  advantages  of  being  compact, 
lightweight,  inexpensive,  and  portable. 
This  durable  and  versatile  item  can  hold 
a  camera  in  a  vertical  or  horizontal 
position,  and  is  adjustable  and  easy  to 
use.  Two  models  are  available:  a 
"Footstrap"  which  is  held  taut  by  the 
user's  foot,  and  a  "Beltstrap"  which 
attaches  to  the  user's  belt.  The  cost  is 
$12-$15.  Agents,  distributors  are 
sought.  WRITE:  Chris  Reeberg,  Owner, 
Chris  Reeberg,  Dept.  CN,  in— 67  145th 
Street,  Queens,  New  York,  New  York 
11435   U.S.A. 


COLOR  FILM  PROCESSORS  —  These  two  modular  film  processing  systems  provide 
manual  (or  automatic)  batch  processing  of  C-41  or  E-6  film.  Called  the  "Model  4100" 
and  the  "Model  6000"  respectively,  they  feature  the  firm's  "Module  M."  a 
self-contained  replenished  tank-type  processor  which  is  manually  operated.  The 
company  also  provides  an  optional  "Module  A"  which  converts  the  system  for  fully 
automatic  daylight  operation  and  a  "Module  B"  for  storing  chemicals  and  supporting 
the  processor.  Useful  for  smaU  photo  studios,  hospitals,  police  departments,  etc..  each 
system  processes  up  to  a  few  hundred  rolls  of  film  per  week.  Thev  sell  from  $900  to 
$3,000.  WRITE:  Tom  Noe,  President,  Richcolor  Systems,  Dept.  CN,  747  South 
Sherman,  Richardson,  Texas   75081    U.S.A. 
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SILVER  EXTRACTION  FILTER  —  This  silver  recovery  cartridge  offers  significant 
improvements  in  the  extraction  of  silver  from  photographic  fixing  baths.  It  can 
recover  99  percent  of  the  silver  normally  lost,  the  company  notes,  and  its 
computer-designed  internal  structure  frees  even  small  users  from  the  channeling  and 
blockage  common  to  this  kind  of  technology.  Units  are  sized  to  accommodate  both 
smaU  darkrooms  and  large  automatic  processors.  Primary  end-users  include  secondary 
metal  refiners,  graphic  arts  suppliers,  and  hospital  (x-ray)  supply  firms.  The  price  is 
$25-$35.  Distributors  with  experience  in  photographic  processing  and/or  the  precious 
metal  scrap  business  are  asked  to  inquire.  WRITE:  Dwight  Smith,  Manufacturing 
Engineer,  A.  Wylie  Metals,  Dept.  CN,  315  North  Marine  Avenue,  Wilmington, 
California   90744   U.S.A. 


PRODUCTION 

(Specialized  Machinery  and  Equipment) 


PRECISION  MEASURING  MACHINES  —  "Cordax  Coordinate  Measuring  Machines"  are 
suggested  for  making  metal,  plastic,  and  other  products  in  which  faces,  holes,  the 
location  of  bosses  or  bores,  and  overall  dimensions  are  important.  Made  in  five  sizes 
to  meet  most  part  size  requirements,  they  perform  important  calculations  (automatic 
part  alignment,  deviation  from  nominal,  conversion  from  Cartesian  to  polar 
coordinates,  etc.)  prior  to  readout  display.  This  can  eliminate  costly  and  difficult 
computer /calculator  operations.  All  electronic  and  mechanical  components  have  been 
redesigned  for  superior  operation,  and  larger  models  include  a  microprocessor.  The 
price  ranges  from  $10,000  to  $200,000.  WRITE:  Alan  Farha,  Marketing  Director 
International,  Bendix  Corp.,  A&M  Division,  Dept.  CN,  P.O.  Box  1127,  Dayton,  Ohio 
45401    U.S.A. 
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STABILIZER  CHEMICAL  FOR  RIGID  PVC  PIPE  -  Formulated  from  antimony 
derivatives  (antimony  mercaptide)  rather  than  tin,  "Synpron  1034"  and  "Synpron  1027" 
(concentrated)  are  said  to  offer  significant  cost/peformance  benefits  in  the 
manufacture  of  rigid  polyvinyl  chloride  (PVC)  pipes.  The  firm  states  that,  compared  to 
conventional  organotin  stabilizers,  these  liquid  products  provide  savings  of  up  to  500/ 
lb  (.45  kg).  They  can  be  applied  to  pipes  used  for  potable  water,  irrigation,  telephone 
and  electrical  lines,  etc.  Available  in  55  gal  (209  1)  drums,  they  sell  from  $1.51  and 
$1.85  (concentrate)  per  lb  (.45  kg).  Licensees  are  sought.  WRITE:  Joseph  Drasner, 
Vice  President  for  Marketing  and  Business  Planning,  Synthetic  Products  Company, 
Dept.  CN,  1636  Wayside  Road,  Cleveland,  Ohio  44112   U.S.A. 

SEALING  EQUIPMENT  FOR  INSULATING  GLASS  -  The  "Model  AGT-VI  Automatic 
Gunning  System"  is  used  in  sealing  insulating  glass  with  "hot  melt"  butyl  sealants. 
Providing  a  fast,  inexpensive  method  for  applying  these  sealants,  the  unit  is  said  to 
offer  a  "gunning"  rate  and  sealing  uniformity  that  greatly  exceeds  those  of  hand 
sealing  operations.  Gunning  speeds  up  to  1  ft  (.3  m)  per  second  and  production  rates  of 
three  units  per  minute  are  possible.  The  price  range  is  $20,000-$30,000.  The  company 
is  actively  seeking  agents  abroad.  WRITE:  John  C.  Checko,  President,  Aztech  Sales 
Associates,  Inc.,  Dept.  CN,  65  Fourth  Street,  SomerviUe,  New  Jersey,    08876  U.S.A. 


TOP  GRINDER  FOR  CIRCULAR  SAWS 
—  The  fuUy  automatic  "FW-2000A  Top 
Grinder"  is  engineered  for  use  on 
carbide-tipped  circular  saws.  The 
company  says  the  system's  precise 
grinding  produces  the  close  tolerances 
required  in  the  manufacture  and 
servicing  of  saws  for  the  woodworking 
and  the  metalworking  industries.  Able 
to  handle  blades  of  7-48  in  (18-122  cm) 
diameter,  it  wiU  grind  alternate  top 
bevel  and  triple  chip  tooth  designs. 
Featuring  a  simple  design  and  a  fuU 
flood  coolant  system,  it  sells  for 
$12,000.  Possible        users        include 

furniture  manufacturers,  sawmiUs,  and 
others.  Bank  Reference:  Union  Bank, 
Los  Angeles,  California.  WRITE: 
Wildon  T.  Wolf,  Sales  Manager,  Bell 
Industries,  Saw  &  Machine  Division, 
Dept.  CN,  P.O.  Box  2510,  Eugene, 
Oregon   97402    U.S.A. 

RUBBER  INJECTION  MOLDING  PRESS  —  The  manufacturer  beUeves  this  to  be  the 
fastest  and  most  versatile  rubber  molding  system  available.  CaUed  the  "Pentaject 
System,"  it  is  capable  of  injection,  compression,  and  transfer  molding  on  an 
independently  programmed  basis  using  a  five-station  rotary  press  with  vertical 
injection.  The  company  says  the  machine  handles  thermoset  plastics  and  all  types  of 
rubber  molding  (except  tires),  and  that  it  can  ordinarily  produce  as  well  or  better  than 
seven  straight  open  injection  presses  of  the  same  platen  size.  The  product  sells  for 
$125,000  to  $250,000.  WRITE:  Robert  V.  Brink,  President,  Pentaject  Corp.,  Dept.  CN, 
210  Dowdle  Street,  Algonquin,  Illinois   60102   U.S.A. 
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IMPROVED  HEAT-RESISTANT  TEXTILES  -  Made  without  asbestos  from  a  new 
combination  of  man-made  fibers,  "Nor-Fab"  textile  is  a  high-temperature  synthetic 
with  very  desirable  characteristics.  The  manufacturer  says  "Nor-Fab"  is  lightweight, 
non-stretchable,  has  excellent  strength,  high  abrasion  resistance,  good  flexibility,  and 
drapability.  "Nor-Fab"  is  supplied  in  most  commonly  used  forms,  including  yarns  (plain 
and  reinforced),  roving,  tapes,  braided  tubing,  twisted  and  braided  rope,  and  fabrics.  It 
can  be  used  for  protective  clothing,  welder's  blankets,  conveyor  belts,  packing  and 
gaskets,  insulation,  etc.  Agents  are  desired.  WRITE:  Hans  H.  Walter,  Export 
Manager,  Amatex  Corp.,  Dept.  CN,  P.O.  Box  228,  Norristown,  Pennsylvania  19404 
U.S.A. 

RESTAURANT,  HOTEL  AND  CATERING  EQUIPMENT 


COMPUTERIZED  MONITOR  FOR  DRAFT  BEER  -  Primarily  intended  to  monitor  sales 
and/or  use  of  draft  beer,  the  new  programmable  "Chekmate"  minicomputer  also  meters 
wine,  specialty  house  drinks,  or  any  liquid  dispensed  through  a  tap  faucet.  Easily 
installed  and  programmed  to  the  actual  rate  of  flow  of  each  beer  faucet,  the  unit  gives 
restaurants,  taverns,  and  others  a  means  to  control  profits  from  drinks.  A 
non-mechanical  device,  "Chekmate"  does  not  contact  the  beverage  and,  therefore,  will 
not  agitate  or  contaminate  it.  It  is  sold  for  $200.  Agent  inquiries  are  invited. 
WRITE:  Lester  O'Neil,  Marketing  Director,  Zyvex  International,  Dept.  CN,  110 
Atlantic  Drive,  Maitland,  Florida   32751   U.S.A. 


"SAFETY  AND  SECURITY  EQUIPMENT 


EMERGENCY  LIGHTING  FIXTURES  —  Designed  to  give  immediate  emergency 
lighting  to  employees  or  the  general  public  during  sudden  power  failures,  the  "Model 
XR-3"  light  system  is  recommended  for  warehouses,  industrial  processing  areas, 
hospitals,  restaurants,  and  many  other  locations.  Its  fire-proof  cabinet  is  made 
entirely  from  steel  and  finished  with  an  attractive  beige-color,  corrosion  resistant 
paint.  It  is  furnished  with  high-output  tungsten  halogen  lamps  and  maintenance-free 
sealed  lead  batteries.  The  "Model  XR-3"  is  priced  at  $75-$100.  WRITE:  Rick  Metzler, 
Vice  President  of  Sales,  Don  Gilbert  Industries,  Inc.,  Dept  CN,  P.O.  Box  2188, 
Jonesboro,  Arkansas  72401   U.S.A. 

LIGHT-SENSITIVE  ALARM  DEVICE  -  The  "Little  Squealer"  is  a  miniature  alarm 
device  which  was  originally  created  to  protect  children  five  years  old  or  younger  from 
poisonous  chemicals,  drugs,  and  other  harmful  items.  Hidden  in  a  kitchen  pantry, 
medicine  cabinet,  jewelry  box,  gun  closet,  or  other  closed  area,  the  unit  sounds  an 
alarm  when  exposed  to  light  longer  than  the  delay  time  (1  to  30  seconds)  selected  by 
the  owner.  Although  it  remains  silent  when  a  closet  or  cabinet  is  momentarily  opened 
during  the  day,  the  alarm  is  automatically  activated  (growing  louder  and  louder)  when 
children,  thieves,  etc.  open  the  door  for  longer  periods  of  time.  It  is  sold  for  $5-$15. 
Distributors  are  sought.  WRITE:  Joseph  John  Rohan,  President,  Osage  Manufacturing 
Marketing,  Inc.,  Dept.  CN,  155  Weldon  Parkway,  St.  Louis,  Missouri   63043   U.S.A. 
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SOLID-STATE  BURGLAR  ALARM  —  Homes,  apartments,  mobile  homes,  travel 
trailers,  boats,  and  small  offices  can  all  be  protected  from  the  danger  of  theft  by  the 
"Crown  Burglar  Alarm."  Constructed  with  solid-state  components  and  printed 
circuitry,  it  includes  a  loud  oscillating  siren  to  warn  the  owner  and  to  frighten  away 
potential  burglars.  Simple  to  install  or  move,  it  features  a  special  alarm-delay 
function  which  allows  the  home  owner  to  enter  or  leave  without  special  control  keys. 
A  timed  alarm  cycle  also  resets  the  system  after  each  activation.  The  price  is  $289. 
Distributor  contacts  are  sought.  WRITE:  William  Davidson,  President,  Cybernetics 
Corp.,  Dept.  CN,  1722  23rd  Street  Southeast,  Salem,  Oregon   97302   U.S.A. 


WIRELESS  INTRUDER  ALARM  SYSTEM  —  A  computerized  burglar  deterrent  system, 
the  "Sonar  Scan,"  monitors  every  sound  in  a  home,  office,  store,  etc.,  but  is 
programmed  to  disregard  ordinary  noises.  Only  sounds  made  by  intruders  (prying, 
scraping  or  breaking  glass,  breaking  wood  or  metal,  sounds  made  by  tools,  etc.)  will 
activate  the  quartz  halogen  lamp  (20,000  lumen)  to  blind  the  intruder  and  a  120-decibel 
siren  to  warn  inhabitants.  Totally  wireless,  "Sonar  Scan"  covers  an  area  of  10,000  sq  ft 
(900  sq  m)  or  more.  Fire,  gas,  and  smoke  sensors  can  also  be  added.  The  system  is 
priced  at  $500-$800.  Agents  and  distributors  are  sought.  WRITE:  Jeff  Monassebian, 
Vice  President,  Monahan  Diversified  Corp.,  Dept.  CN,  199-18  Keno  Avenue,  Jamaica, 
New  York   11423   U.S.A. 


COMPACT      INTRUDER       DETECTOR 


AND       ALARM       SYSTEM 


The 


"Entry/Sentry"  is  an  intrusion  alarm 
system  designed  to  protect  homes, 
apartments,  shops,  offices,  and  similar 
locations.  The  compact  unit  will 
provide  instant  notice  of  intruders  op 
it  can  be  set  to  provide  a  15  second 
delay  to  allow  the  user  to  enter  or 
leave  the  area.  It  features:  modern 
solid-state  circuitry;  a  self-contained 
power  supply;  battery  status  indicator; 
and  a  tamperproof  key/lock  switch. 
The  "Entry/Sentry"  measures  6  1/4x3 
3/4  X  2  1/4  in  (16  x  9.5  x  6  mm).  The 
cost  is  $25.  Agent  inquiries  are 
invited.  Bank  Reference:  L.I.  Trust 
Co.,  South  Farmingdale,  New  York 
11735.  WRITE:  Mr.  L  Becker, 
President,  Comspace  Corporation, 
Dept.  CN,  350  Great  Neck  Road, 
Farmingdale,  New  York  11735  Telex: 
14-4629   Cable:  INARKAY 
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AUTOMATIC  SECURITY  LIGHTING  SYSTEM  -  The  "Sentinel"  lighting  system 
provides  inexpensive  outdoor  security  from  dusk  to  dawn  through  an  automatic 
photo-electric  control.  Automatically  activated  as  night  falls,  and  deactivated  at 
daybreak,  this  energy-saving  device  can  be  used  over  streets,  parking  lots,  factories, 
stores,  farms,  and  many  other  areas.  Including  a  strong  and  durable  mounting  fixture, 
the  "Sentinel"  is  available  with  either  a  mercury  vapor  lamp,  which  gives  a  blue-white 
light,  or  a  high-pressure  sodium  system  providing  a  golden  light.  Prewired  and 
preassembled,  it  sells  for  $30-$100.  WRITE:  Jerry  Bender,  Sales  Manager,  Harvstone 
Manufacturing  Corp.,  Dept.  CN,  1845  Tonne  Road,  Elk  Grove  Village,  Illinois  60007 
U.S.A. 


NEW  MAGNETIC  CONTACTS  FOR 
SECURITY  USES  -  This  firm  has 
developed  a  new  device,  resistant  to 
external  magnetic  tampering,  which  it 
offer  for  use  in  nuclear  plants,  oil 
refineries,  military  installations, 

government  buildings,  and  other 
high-security  locations.  Based  on  a 
unique  arrangement  of  three  biased 
switches,  the  device  is  said  to  require 
no  adjustment  during  or  after 
installation.  It  can  be  used  with  gap 
distances  of  up  to  1/2  in  (1.27  cm)  and 
it  will  work  on  steel  doors  or  frames 
without  any  appreciable  loss  of 
performance.  The  contacts,  protected 
by  a  weatherproof  anodized  aluminum 
case,  can  be  used  in  nearly  any 
environment.  They  sell  from  $43. 
WRITE:  Mr.  Tom  Reid,  Sales  Engineer, 
Sentrol,  Inc.,  Dept.  CN,  10950 
Southwest  Fifth  Street,  #250, 
Beaverton,  Oregon   97005   U.S.A. 


REFLECTIVE  HEAT  TRANSFERS  FOR  NIGHT  SAFETY  —  By  day,  "Transglo  Retro 
Reflectives"  look  very  much  like  conventional  heat  transfers,  but  at  night  they  reflect 
light  (from  approaching  vehicle  headlights,  flashlights,  etc.)  and  appear  like  a  lighted 
electrical  sign.  Their  reflective  qualities  are  said  to  be  effective  at  distances  of  less 
than  99  m  (110  yd)  to  more  than  300  m  (333  yd).  Permanent,  washable,  and  colorfast 
on  all  types  of  fabric  (including  nylon),  "Transglo"  is  available  as  stock  heat-transfer 
designs,  die-cut  lettering,  stripes,  geometrical  shapes,  and  in  other  forms.  The  firm  is 
seeking  distributors  abroad.  WRITE:  Kaye  Ockerman,  Export  Sales  Manager,  Stock 
Division,  Mach  III,  Inc.,  Dept.  CN,  P.O.  Box  1355,  Mason  City,  Iowa   50401   U.S.A. 
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SPORTS,  RECREATION  AND  HOBBIES 


IMPROVED  GOLFING  PUTTER  —  Agents  and  distributors  are  needed  for  a  redesigned 
golfing  putter  featuring  a  wood-face  putting  head  and  precision  balance.  The 
manufacturer  states  that  the  maple  wood  insert,  which  forms  the  striking  face  of  the 
"Clique"  putter,  tends  to  impart  an  "overspin"  to  the  golf  ball  even  when  the  golfer's 
stroke  is  slightly  off-center.  Since  the  wood  flexes  on  impact,  no  side  spin  is  imparted 
and  the  ball  tends  to  roll  more  accurately  toward  the  hole.  In  addition,  the  balanced 
design  of  the  putter  helps  the  golfer  to  avoid  twisting  the  shaft  when  swinging.  The 
"Clique"  retails  for  $30.  WRITE:  Paul  Cunningham,  President,  Cunningham  Creations, 
Dept.  CN,  P.O.  Box  241271,  Charlotte,  North  Carolina    28224   U.S.A. 


GRAPHIC  ARTS  HOBBY  KIT  - 
Intended  for  adults  and  children  (age  7 
or  older),  the  "Tape  by  Numbers" 
hobby  kit  offers  an  easy,  clean  way  to 
create  colorful  pictures  that  are 
suitable  for  framing.  Pre-glued, 
pre-cut  color  strips  are  simply 
attached  to  a  clear  acetate  sheet 
according  to  easy  instructions.  There 
are  no  paints  or  other  materials  to 
spill  or  stain.  The  firm  says  the  kit 
helps  children  to  develop  dexterity, 
color  relations,  line  perspective,  and 
general  motor  coordination.  The  retail 
price  of  $5  covers  everything  needed 
to  make  these  interesting  graphic 
artworks.  Agents,  distributors,  and 
licensees  are  actively  sought.  WRITE: 
Ronald  L.  DeMink,  President,  The 
Exciters  Inc.,  Dept.  CN,  11555  D 
Avenue,  DeWitt  Center,  Auburn, 
California   95603    U.S.A. 


ADJUSTABLE  SURFBOARD  FIN  -  "Fin  Cam"  is  a  new  product  which  allows  a  surfer 
to  improve  the  performance  of  his  or  her  surfboard  by  simply  changing  the  position  of 
the  fin  -  even  in  the  water.  The  device  replaces  conventional  screw  assemblies  and, 
since  it  can  be  moved  without  tools,  fin  adjustments  can  even  be  made  while  in  the 
water  prior  to  surfing.  Its  stainless  steel  construction  is  engineered  to  withstand  any 
wave  conditions,  the  company  notes,  and  the  streamlined  design  prevents  unnecessary 
"drag."  Distributors  are  sought  for  the  "Fin  Cam"  which  is  priced  from  $3.50  to  $5.50. 
WRITE:  Skip  Sigler,  President,  Sigler  6c  Associates,  Dept.  CN,  655  East  Queen  Street, 
Inglewood,  California   90301    U.S.A. 
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PORTABLE  BLEACHERS  FOR  SPORTS,  OTHER  EVENTS  -  Engineered  to  provide 
instant  seating  at  sports  events,  parades,  concerts,  and  other  events,  "Portableachers" 
are  described  as  a  unique  portable  grandstand  that  can  be  moved  and  assembled  by  one 
operator.  The  operator  can  attach  the  unit  to  a  pick-up  truck,  then  haul  it  on  streets 
or  freeways  at  traffic  speeds.  Units  have  tandem  axles,  electric  brakes,  and  (optional) 
rear  lights.  On  arrival,  the  operator  can  park  and  unhook  the  unit,  then  unfold  enough 
seating  for  270  spectators.  Units  can  also  be  placed  end  to  end  for  efficient  use  of 
space.  The  price  range  is  $9,000-$ll,000.  Licensees  and/or  agents  are  desired. 
WRITE:  J.R.  Butcher,  President,  Portableacher  International  Inc.,  Dept.  CN,  P.O.  Box 
1271,  Cuyahoga  Falls,  Ohio   44223    U.S.A. 


REINFORCED  ELECTRIC  GUITARS  —  This  company's  electric  guitars  and  bass  guitars 
feature  sturdy  hardwood  necks  reinforced  with  graphite  to  enhance  their  durability  and 
tone  quality.  The  company  points  out  that,  unlike  guitar  necks  of  solid  wood,  the 
reinforced  necks  do  not  tend  to  warp.  The  instruments  also  incorporate  24  fret  ebony 
finger-boards,  solid  brass  bridge  and  tailpiece,  and  fine  hardwood  construction.  They 
offer  fuU  stereo  (or  mono)  output  and  modern  electronics,  including  a  preamplifier  and 
active  tone  controls.  Distributors  are  sought  for  these  items  which  are  priced  from 
$1,050.  WRITE:  Hal  Harpold,  Export  Manager,  Hyak  Guitars,  Export  Dept.,  Dept.  CN, 
P.O.  Box  1082,  Bellvue,  Washington   98009   U.S.A. 


TELEVISION  PROJECTION  SYSTEM  -  The  "Expandavision"  product  projects  an 
ordinary  television  picture  onto  a  large  screen  (54  or  64  inches  diagonal,  1,370  or  1,626 
mm)  to  provide  bigger,  more  exciting  sports  events  and  other  programs.  Adaptable  to 
any  portable  television,  the  system  can  be  used  with  TV  games,  videotape  recorders, 
and  other  video  accessories.  The  firm  notes  that  the  expanded  picture  is  not  distorted 
in  any  way.  "Expandavision"  is  recommended  for  hotels,  bars,  recreation  centers, 
private  clubs,  etc.,  and  since  it  is  portable,  the  unit  can  be  used  both  at  home  and  on 
vacation.  The  price  is  $399.  Distributors  are  sought.  WRITE:  Ian  Billton,  Sales 
Director,  Expandavision  International,  Dept.  CN,  360  West  51st  Street,  New  York,  New 
York   10019   U.S.A 


GEOMETRICAL  CONSTRUCTION  KIT  —  "Space  Clusters"  is  a  kit  containing  a  series 
of  flexible  plastic  rods  and  intersections  which  assemble  without  glue  to  form  a 
virtually  infinite  variety  of  three-dimensional  geometric  designs.  Ideal  for  adults  and 
children  7  years  old  and  older,  this  kit  aUows  the  user  to  be  imaginative  and  creative, 
making  attractive  hanging  mobiles  or  cornerpieces  for  the  home  or  office.  Retailing 
for  $5,  "Space  Clusters"  are  available  in  blue,  red,  green,  black,  white,  and  yellow. 
Agents  are  sought.  WRITE:  Richard  M.  Krystoff,  Owner,  Krystoff  Marketing,  Dept. 
CN,  P.O.  Box  2211,  Oceanside,  California  92054  U.S.A. 
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SMALL  CARRYING  CASE  FOR 
ATHLETES  —  Applicable  to  virtually 
any  sport,  the  "Joe  Loc"  functions  as  a 
convenient  and  safe  way  to  carry  small 
articles  (keys,  money,  salt  tablets, 
etc.)  when  running,  jumping,  or 
playing.  It  attaches  easily  and 
inconspicuously  to  any  sneaker  or 
other  shoe  with  laces,  providing  a 
secure  carrying  case  which  is  immune 
to  the  ordinary  hazards  of  salt,  water, 
and  dirt.  Made  from  real  leather  and 
available  in  various  colors,  the  "Joe 
Loc"  sells  for  $3.  Agent,  distributor 
inquiries  are  invited.  WRITE:  Mr. 
Ernie  DeMartino,  International  Sales 
Manager,  Asalesco  International,  Inc., 
Dept.  CN,  P.O.  Box  3061,  Pompano 
Beach,  Florida    33062   U.S.A. 


WATERPROOFING  KIT  FOR  OUTDOOR  FABRICS  -  Packaged  in  a  handy  2  oz  (56  gm) 
applicator  bottle,  "Plasti-Seam"  is  a  convenient  way  to  waterproof  seams  of  tents, 
awnings,  boat  tops,  backpacks,  raingear,  hunting  boots,  and  other  outdoor  synthetic 
fabrics.  A  felt  applicator  tip  built  into  the  top  of  the  bottle  forces  liquid  sealant  into 
needle  holes  and  seams  where  it  is  most  needed.  The  manufacturer  says  "Plasti-Seam" 
resists  severe  stress,  adheres  well  to  most  synthetics,  and  remains  flexible  under  a 
wide  variety  of  temperatures.  Sold  for  $1,  one  bottle  will  seal  about  140  ft  (42  m)  of 
seams.  WRITE:  Robert  J.  Haasl,  President,  Plasti-Dip  International,  Inc.,  Dept,  CN, 
1458  West  County  Road  C,  St.  Paul,  Minnesota   55113    U.S.A. 


PREFABRICATED  RACQUETBALL  COURTS  -  This  firm's  "Insta-Play  Prefabricated 
Playing  Courts"  solve  many  problems  involved  in  building  recreational  facilities  for 
racquetball,  squash,  or  handball.  They  consist  of  panels  that  connect  easily  and 
efficiently  for  interior  or  exterior  use.  The  finished  structures  can  withstand  winds  of 
100  mi  (160  km)  per  hour,  the  company  states,  and  have  a  vertical  load  capacity  of 
14,000  lb  (6,300  kg).  These  free-standing  courts  require  only  a  concrete  base  or  other 
hard  surface,  and  they  can  be  installed  within  a  few  days.  Suggested  for  schools, 
recreation  centers,  hotels,  etc.,  they  sell  from  $20,000  to  $30,000.  WRITE:  Jason  L. 
Toberg,  Vice  President,  Proto-Mech  Inc.,  Dept.  CN,  U120  Southwest  Industrial  Wav, 
Tualatin,  Oregon    97062   U.S.A. 
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BRIDGES  FOR  PEDESTRIANS,  BICYCLES  —  This  firm  is  seeking  agents  and  licensees 
for  a  prefabricated  steel  bridge  designed  to  handle  pedestrians,  bicycles,  golf  carts, 
lawn  mowers,  snowmobiles,  cattle,  even  pickup  trucks.  Providing  spans  of  up  to  165  ft 
(50m),  the  bridges  are  attractive,  functional  additions  to  parks,  golf  courses,  and  other 
sites.  Units  up  to  65  ft  (20  m)  long  are  shipped  in  one  piece  with  decking  attached; 
longer  spans  are  shipped  in  two  or  more  sections  for  fast  erection.  Costly  on-site 
construction  is  thus  avoided.  Inside  deck  widths  for  the  bridges  vary  up  to  10  ft  (3  m). 
WRITE:  Bruce  R.  Pohlig,  President,  Continental  Custom  Bridge  Company,  Dept.  CN, 
Route  5  Box  178,  Alexandria,  Minnesota  56308  U.S.A. 


SAFETY-ENGINEERED  SLED  FOR 
CHILDREN  —  Designed  for  use  with 
almost  any  kind  of  snow  conditions, 
the  "Big  Ski"  sled  combines  a  sleek, 
lightweight  design  and  important 
safety  features.  Its  plastic  structure 
remains  flexible  at  sub-freezing 
temperatures,  the  firm  notes,  and  the 
sled  can  be  maneuvered  as  easily  and 
quickly  as  a  bicycle.  Its  low  center  of 
gravity  provides  both  a  safe,  stable 
base  and  a  "racy"  appearance.  In 
addition,  there  are  no  sharp  runners, 
corners,  or  metal  protrusions.  Agents 
and  licensees  are  sought  for  the  "Big 
Ski"  which  is  priced  at  $14.  WRITE: 
James  J.  Wagner,  Secretary,  Sweco, 
Inc.,  Dept.  CN,  P.O.  Box  18141, 
Pittsburgh,  Pennsylvania   15236  U.S.A. 
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REDESIGNED  GOLF  PUTTER  -  Engineered  to  improve  golfing  accuracy,  the  "Xeta 
Putter"  is  currently  available  in  a  model  intended  for  right-handed  men.  It  features  a 
flexible  putting  head,  which  compensates  for  "off-center"  strokes,  and  a  special  shaft 
that  generates  "negative  torque"  to  counter  the  positive  torque  produced  when  the 
shaft  flexes  or  the  golfer's  hands  twist  during  play.  In  addition,  the  putter  comes  with 
a  custom  spline  grip  and  removeable  weights.  Available  in  any  length,  it  sells  for  $65. 
WRITE:  Edward  Forys,  Owner,  Edward  Forys  Co.,  Dept.  CN,  1018  Darfield  Avenue, 
Covina,  California  91724  U.S.A. 

LARGE  BACKPACK  FOR  OUTDOOR  ACTIVITIES  -  Distributors  are  sought  to 
represent  a  rigid,  waterproof  backpack  called  the  "Rec-Pac."  Made  from  tough 
high-density  polyethylene,  this  product  is  said  to  be  the  largest  single-compartment 
backpack  available.  It  has  a  volume  of  3,000  cu  in  (49,000  cu  cm)  and  is  designed  to 
allow  the  wearer  to  carry  up  to  75  lbs  (34  kg)  of  equipment  and  supplies.  Accessory 
pouches  are  available  for  creating  special  compartments,  and  additional  equipment  can 
be  easily  attached  to  the  exterior  of  the  pack.  Ideal  for  hikers,  campers,  skiers, 
hunters,  and  many  others,  it  sells  from  $35  to  $50.  Bank  Reference:  Bank  of  America, 
Badillo  Branch,  Covina,  California.  WRITE:  M.  Granat,  International  Sales  Manager, 
Anzen  Products,  Dept.  CN,  1159  Duarte  Road,  Duarte,  California  91010.  Telex:  655-377. 
Cable:  AMTRADE. 
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TRADE  AND  TECHNICAL  LITERATURE 


CLASSROOM  KIT  FOR  TEACHING  PHOTOGRAPHY  —  Agents  and  distributors  are 
sought  for  these  "Classroom  Photography  Kits,"  teaching  aids  designed  to  demonstrate 
basic  principles  of  black/white  photography  without  the  use  of  a  darkroom  or  expensive 
equipment.  A  special  "No  Darkroom"  film  allows  the  student  to  process  film  and  prints 
at  a  lab  bench  using  only  a  small  funnel  and  graduated  cylinder.  The  firm  says  the  kits 
and  their  simple  instructions  are  fun,  convenient,  and  easy  to  use.  Priced  from  $20  to 
$115,  they  are  recommended  for  educational  institutions.  Bank  Reference:  United 
Missouri  Bank,  Springfield,  Missouri.  WRITE:  Lewis  C.  Baber,  President,  American 
Nuclear  Products,  Inc.,  Dept.  CN,  1232  East  Commercial,  Springfield,  Missouri  65803 
U.S.A. 


SYSTEM  FOR  TEACHING  ENGLISH 
LANGUAGE  -  Used  to  teach  English 
as  a  second  language,  the  "Abaca  n 
Learning  System"  provides  sufficient 
materials  for  an  average  size  class.  It 
includes  a  teacher's  manual  with 
exercises  and  sample  tests,  an  audio 
cassette  with  phonetic  pronunciation 
and  verbal  exercises,  four  sets  (110 
cards  each)  of  vowel/consonant  playing 
cards,  a  rules  book  showing  nine 
learning  activities,  transparency 
masters  for  overhead  projectors,  and 
many  other  materials.  The  price  is 
$50.  The  firm  seeks  educational 
consultants  to  introduce  this  kit  to 
schools,      education      groups,      training 


programs. 


and 


others. 


WRITE: 


William  Beecher,  Director,  McNelbee, 
Ltd.,  Dept.  CN,  292  Boyd  Avenue, 
Elmhurst,  Illinois    60126   U.S.A. 


TRAINING  KIT  FOR  SINGERS  —  Each  "For  Singers  Only"  kit  contains  six  professional 
vocal  routines  (including  popular  songs  by  Gershwin,  Rogers  and  Hart,  etc.)  styled  by 
Phil  Moore,  a  well-known  American  song  arranger.  These  routines,  orchestrated  for 
piano,  bass,  guitar,  and  drums,  are  demonstrated  on  LP  (long  playing)  records  which 
also  contain  professionally  recorded  music  tracks  duplicating  the  arrangements 
exactly.  This  allows  the  user  to  rehearse,  audition,  perform,  and  even  record  the 
accompanying  music.  The  retail  price  is  $20.  Agents  are  sought.  WRITE:  Phil  Moore. 
President,  For  Singers  Only,  Dept.  CN,  8949  Sunset  Boulevard,  Suite  202,  Los  Angeles, 
California   90069   U.S.A. 
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STATISTICAL  INFORMATION  ON  U.S.  IMPORTS  -  "TRA/DATA"  literature  provides 
statistics  (trade  volumes,  prices,  market  shares,  etc.)  on  U.S.  imports  in  product 
categories  selected  by  the  end-user.  Used  for  market  research,  product  planning, 
marketing,  and  for  understanding  U.S.  trade  restrictions,  it  includes:  (1)  monthly 
telexes  on  the  chosen  product  areas;  (2)  quarterly  analyses  with  data  summaries, 
economic  forecasts,  graphs,  etc.;  (3)  weekly  trade  headlines  accessable  by  telex;  (4) 
trade  bulletins  on  current  events;  and  (5)  a  "Trade  Reference  Portfolio"  with 
summaries  of  U.S.  regulations,  data  sources,  etc.  Yearly  subscriptions  start  at  $2,000 
(four  product  areas).  WRITE:  Royal  Daniel,  President,  International  Trade  Research 
Group,  Inc.,  Dept.  CN,  1701  K  Street  N.W.,  Suite  1100,  Washington,  D.C.  20006  U.S.A. 

NEW  DIRECTORY  OF  MARKET  RESEARCH  STUDIES  -  Of  interest  to  anyone 
involved  in  exporting  or  importing,  "FINDex:  The  Directory  of  Market  Research 
Reports,  Studies,  and  Surveys"  gives  basic  information  on  studies  concerning  U.S.  and 
foreign  markets.  Conveniently  arranged  by  industry,  each  listing  includes  the  title, 
date,  number  of  pages,  and  price  of  the  subject  report,  as  well  as  a  short  description  of 
its  contents.  "FINDex"  is  a  comprehensive  guide  to  multi-client  studies,  audits,  and 
other  information  sources.  The  1979  edition  sells  for  $89.50  plus  $9  shipping  charges. 
WRITE:  Diana  Gegen,  FIND/SVP,  Dept.  CN,  500  Fifth  Avenue,  New  York,  New  York 
10036  U.S.A. 


POSTCARDS  REPRODUCE  CLASSIC 
PHOTOS  —  The  unique  postcards  in  the 
"Great  American  Photographers"  series 
reproduce  the  famous  black/white 
photographs  by  such  artists  as  Edward 
Weston,  Ansel  Adams,  and  Imogen 
Cunningham.  Measuring  5  in  by  7  in  (13 
X  18  cm),  the  cards  are  available  in  two 
sets  that  depict  12  different  scenes 
each.  The  first  offers  selected  photos 
by  each  of  the  above  mentioned 
photographers  and  others  by  Brett 
Weston  and  Wynn  Bullock.  The  second 
set  concentrates  on  the  beautiful 
landscapes  of  Ansel  Adams.  Each  set 
sells  for  $5.  The  firm  seeks  distributors 
who  deal  with  museum  stores,  art 
galleries,  bookshops,  and  similar 
retailers.  WRITE:  Ms.  Anne  Helms, 
President,  5  Associates,  175  Fifth 
Avenue,  Redwood  City,  California 
94063    U.S.A. 


COMPREHENSIVE  GUIDE  TO  SOLAR  ENERGY  -  The  323-page  "Engineer's  Guide  to 
Solar  Energy"  is  designed  to  enable  engineers,  architects,  builders,  and  many  other 
users  to  develop  a  working  knowledge  of  solar  heating  technology.  Also  useful  as  a 
textbook  for  college  students,  it  includes  a  review  of  basic  solar  technologies,  and 
more  specialized  material  such  as  a  compendium  of  worldwide  solar  radiation  data, 
methods  for  calculating  heat  loss/gain  in  buildings,  an  annotated  bibliography  of 
important  solar  heating  literature,  etc.  The  "Guide"  sells  for  $27.50  per  copy,  plus 
$5.00  for  handling  and  delivery  charges  by  sea  mail  ($13.00  by  air  mail).  WRITE:  Justin 
A.  Bereny,  President,  Solar  Energy  Information  Services,  Dept.  CN,  18  Second  Avenue, 
P.O.  Box  204,  San  Mateo,  California  94401  U.S.A. 
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E"  Award  for  Export  Service 


President  Kennedy  established  the  "E"  Award  Program  in  1961  as  a  means  of 
recognizing  companies  for  outstanding  achievement  in  expanding  foreign  markets  for 
U.S.  products.  At  that  time  the  highest  honor  bestowed  by  the  U.S.  government  to  a 
business  firm,  the  "E"  Award  was  supplemented  in  1967  by  the  "E  Star,"  an  award 
authorized  to  recognize  companies  that  already  held  "E's"  and  yet  had  continued  to 
expand  their  exports.  To  qualify  for  an  "E"  Award,  a  firm  must  show  a  substantial 
increase  in  exports  over  a  three-year  period,  should  demonstrate  breakthroughs  in 
especially  competitive  markets,  introduce  a  new  product  into  U.S.  export  trade,  or 
open  new  export  markets.  In  addition,  the  President's  "E"  Award  Committee  also 
considers  the  use  of  distributors,  participation  in  trade  shows,  arranging  licensing 
agreements,  making  financing  available,  conducting  market  research,  instituting 
training  programs,  establishing  overseas  offices,  travel  overseas  by  comoanv 
executives,  advertising  and  producing  brochures  in  indigenous  languages,  conducting 
seminars  on  international  trade,  arranging  servicing  agreements,  and  adapting  oroducts 
to  meet  local  foreign  requirements,  such  as  metric  measurement  or  different 
electrical  systems. 


An  "E"  Award  for  Export  Service  is  given  to  non manufacturers,  such  as  banks,  exports 
firms,  and  chambers  of  commerce  and  other  companies  or  organizations  that  promote 
and  assist  exporting.  Novel  and  successful  solutions  to  problems  of  export  trade  in 
such  areas  as  financing,  transportation  and  marketing  that  make  significant 
contributions  to  marketing  promotion  programs  must  be  demonstrated.  "E"  and  "E 
Star"  Award  winners  receive  a  certificate  signed  in  the  name  of  the  President  of  the 
United  States  by  the  Secretary  of  Commerce  and  a  blue  and  white  pennant  to  fly  over 
their  plant  or  office,  setting  an  example  for  the  American  business  community. 
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Stanley  J.  Marcuss 
Acting  Assistant  Secretary  of  Commerce  for  Industry  and  Trade,  377-2867 


BUREAU  OF  EXPORT  DEVELOPMENT,  377-5261 
Peter  G.  Gould,  Deputy  Assistant  Secretary 

OflRce  of  Country  Marketing,  377-5341 

Peter  B.  Hale,  Acting  Director 
Office  of  Export  Marketing  Assistance,  377-5131 

Richard  Garnitz,  Director 
Office  of  Export  Promotion,  377-4231  „-' 

Bruce  W.  Strong,  Director       ,  ■      ' 
Office  of  Export  Planning  &  Evaluation,  377-5055 

Jonathan  Menes,  Director 

BUREAU  OF  INTERNATIONAL  ECONOMIC 
POLICY  &  RESEARCH,  377-3022 
Abraham  Katz,  Deputy  Assistant  Secretary 

Office  of  International  Trade  Policy,  377-5327 

Frederick  L.  Montgomery,  Director 
Office  of  International  Economic  Research,  377-5638 

Franklin  J.  Vargo,  Director 
Office  of  Int'l  Finance  &  Investment,  377-4925 

Vincent  D.  Travaglini,  Director 
Office  of  Foreign  Investment  in  the  U.S.,  377-2175 

Milton  Berger,  Director 
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